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Dedication 


Since 1979, Mr. Gordon E. Bondurant has been an omnipresent force in the 
shaping of Montgomery Bell Academy’s destiny. He and his family have been 
totally dedicated to the pursuit of excellence in all aspects of school life. He is 
present at almost every single event in the school day, from conferences early in 
the morning to athletics and extra-curricular events late at night and on week- 
ends. Mr. Bondurant always has an open door to students, parents, friends, and 
faculty and has greatly increased the participation of each in the decision-making 
process at MBA. His pursuit of excellence for MBA on both the local and national 
level has made him one of the hardest working people in the MBA community. 
The changes he has made have been profound and wide-reaching in terms of 
endowment, national recognition, faculty salaries and retirement, buildings and 
grounds, and parent and alumni relations. For all the hours, for all the love and 
care, the 87-88 BELL is proud to dedicate this annual to Mr. Gordon E. Bondur- 
ant. 




Preface 


The joys I have possessed are ever mine; out of thy reach, behind eternity, hid in the sacred 
treasure of the past, but blest rememberance brings them hourly back. 

John Dryden 



It is our hope as editors of the 1988 BELL that the images created in the following pages 
will evoke joyous memories of MBA’s 121st year. 
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As boys join together in the pursuit of academic excellence, they develop friendships 
that last a lifetime. 
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Like father and son. 
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Administration 






Mr. Gordon Bondurant 

In his ninth and final year as headmaster of Montgomery Bell Academy, 
Mr. Gordon E. Bondurant has continued to maintain the school’s high 
degree of excellence and uphold the high expectations of the students in all 
areas. 

Mr. Bondurant’s warm smile, friendly disposition, and open door policy 
towards talking to students have all contributed to his establishment of a 
trusting relationship with the students and faculty alike. With the start of 
such service projects as the soup kitchen, Mr. Bondurant has established a 
strong awareness of values and a sense of community among the students. 
Mr. Bondurant has been a fine administrator and has set a fine example for 
the students to follow. 

Mr. Bondurant was headmaster of the Darlington School in Georgia before 
coming to M.B.A. He holds a B.A. from Davidson and a M.A. from U.T. 
Chattanooga. 



Mr. Michael Drake 

Assistant Headmaster Michael Drake, in addition to his administrative 
duties, serves as the Senior Class advisor, an odious task in which he must 
suppress the infamous “senior slide” by persuading seniors to submit their 
college applications before the dreaded deadlines. Mr. Drake clearly ex- 
presses his philosophy in his fine work at school, where he believes in 
gentlemanly behavior, hard work, and participation in the school and in the 
community. His philosophy is important not only at M.B.A. but also in life 
after school. His continual support of the students and his jovial personality 
makes him popular and well-respected by the student body and faculty. 

Mr. Drake is a graduate of the University of Virginia and George Peabody 
College for Teachers. 
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Dr. Harold Crowell 


Dr. Harold Crowell is a busy man, not only because he is the Dean of 
Faculty and Students, but also because he is the chairman of the science 
department. His other responsibilities include annual advisor. Junior class 
advisor, and Physics teacher. His thorough teaching method and enjoyable 
manner enable him to relate to students on a personal basis. He received his 
Ph.D. from Vanderbilt. Not tolerating misbehavior, he upholds the great 
M.B.A. reputation with discipline and concern for students. 


Dr. G. Edward Gaffney 

Dr. Edward Gaffney, Head of the Junior School, helps stimulate and prepare the 
seventh and eighth graders for High School. He is, however, not limited to just the 
Junior School. He teaches Latin from the first year all the way up to the AP 
course, and teaches a Greek course for some students. He has studied in many 
universities. He received his M.A., B.A., and Ph.D. at Vanderbilt, and studied at 
Rome University and at Gospel in Athens. For the past twelve years, he has 
sponsored a trip to Europe; this year’s trip was to France. He is also a sponsor for 
the Junior Honor Society and Demerit Supervisor for the seventh and eighth 
graders. 





Mr. James Poston 

Mr. Poston has been a member of the MBA faculty for 26 years. He has his MA 
from Peabody. Mr. Poston has been the director of the MBA Players since 1961. 
Mr. Poston came to MBA in 1 959 and worked until 1 968. He then went to Florida 
to teach and later returned to MBA in 1971, and has been a member of the faculty 
ever since. He is now the head drug counselor and is in charge of Project 7 1 4. He is 
the head tennis coach and has been the district coach of the year 84-87 and state 
coach of the year 86-87. He best sums up his career by “To err is human, to 
forgive divine.” 


Mr. Laird Smith, Jr 

Mr. Laird Smith is the director of buildings and grounds at M.B.A. He graduated 
from M.B.A. in 1958 and returned to the Hill in December of ’73 to work part- 
time, signing on full-time in 1982 after the construction of the Massey building, 
the track, and the new gym. 

Mr. Smith takes pride in his work and wishes to instill a similar pride in the 
students by providing them a beautiful campus. This hard work has not gone 
unnoticed: last year, M.B.A. placed second in the private school category in a 
city-wide school campus competition. 






Mr. John Bennett 

Completing his 25th year as a member of M.B.A.’s administration, Mr. Bennett 
remains a valuable resource in the M.B.A. community. In the classroom, Mr. 
Bennett may be found teaching Algebra II and Geometry. However, he is not 
limited to academics; he holds the important position of Athletic Director. He 
also serves as Head Coach of the Varsity Basketball team and as the Service Club 
Sponsor. Mr. Bennett’s efforts and involvement in the area of drug and alcohol 
abuse have inspired many in the M.B.A. community. He received a B.E. from 
Vanderbilt University. 


Ms. Mary Comfort Stevens 

Ms. Stevens is the college counselor at M.B.A. She gives of herself to help each 
student make plans for the future by helping him pick out a college and complete 
an application. After studying at Mount Holyoke and Sorbonne in Paris and 
receiving her B.A. in European Literature and French, she worked at Phillips 
Academy, where she taught French for a year and also worked with admissions, 
college counseling, and alumni relations. 




> 
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Office Staff 

The five members of the Montgomery Bell 
Academy Office Staff are vital to the school. 
Mrs. Bradshaw, the Upper School Reception- 
ist, is always ready to help others with prob- 
lems. Mrs. Garriot is the greatly appreciated 
secretary of Mr. Bondurant and Mr. Drake, 
while Mrs. Liles adds her support to the office 
staff. Mrs. Morrissey serves as the Junior 
School receptionist, and the school could not 
manage without office and business manager 
Mrs. Sowell. 






ms- 


r .di 







Mrs. Anne Christeson 
English I, English 
II; Sponsor to AR- 
CHIVES; B.A., 
Vanderbilt; M.S, 
University of Ten- 
nessee 


Mr. William Compton 
College Algebra, 
Calculus AB, Com- 
puter; Freshman 
Football, Varsity 
Track; B.S., David- 
son College; 
M.A.T., Duke Uni- 
versity 


Mr. Ken Downey 
Eighth Grade His- 
tory and Word 
Wealth; Varsity 
Football Assistant, 
Varsity Basketball 
Assistant, Varsity 
Baseball Assistant; 
B.A., Vanderbilt 


Mr. Floyd Elliott 
Pre-Algebra, Col- 
lege Algebra; Varsi- 
ty Football; B.S., 
Tennessee Tech 


Mrs. Jeannine Bowers 
French I, French IV 
(AP); DES, University 
of Nancy, France 


Mrs. Carol C. Brewer 
Seventh Grade Eng- 
lish; B.A., Earlham 
University, M.A., Ball 
State University 


Dr. Wayne Batten 
English I, English IV; 
Sponsor to AR- 
CHIVES; Ph.D., M.A. 
Vanderbilt; B.A., Uni- 
versity of Wyoming 


Mr. Michael Caldwell 
College Algebra (H), 
Calculus BC, Calcu- 
lus/Statistics; Sopho- 
more Class Sponsor; 
Varsity Golf, Varsity 
Track; B.E., Vander- 
bilt; M.A., Peabody 









Dr. Michael Grubber 
Chemistry, Chem/ 
Phys; B.S., Notre 
Dame, Ph.D., Du- 
quesne University 


Mr. Daniel Herring 
Modern History (AP), 
U.S. History (AP), 
Ancient and Medieval 
History, Comparative 
Government (AP); 
Freshman Class Advi- 
sor; Freshman Foot- 
ball; B.A., Carson- 
Newman, M.A., UT 


Mrs. Virginia Hollins 
French 11(H), French 
III(H); Chairman of 
Foreign Language De- 
partment; Sophomore 
Class Sponsor; Toto- 
moi Advisor; B.A., 
Duke University 


Mrs. Lonnie Frey 
French I, II, III; B.A., 
Hood College, further 
graduate study at 
Emory University, 
Sorbonne University, 
University of Massa- 
chusetts 


Mr. Fred Forehand 
Seventh Grade Ten- 
nessee History; Varsity 
Baseball, Freshman 
Football, Freshman 
Basketball; M.A., Ten- 
nessee State Universi- 
ty, B.S., Middle Ten- 
nessee State Universi- 
ty 


Mr. Anderson 
Gaither 

Latin I, II, and III; Mi- 
crobe Football, Mi- 
crobe Wrestling, Mi- 
crobe Track; B.A., 
M.A., University of 
Tennessee 







Mrs. Mary Hellen 
Lowry 

English IV (AP); Sen- 
ior Class Advisor; 
Chairman of the Eng- 
lish Department; B.A., 
M.A., Vanderbilt 


Mr. Michael Kemp 
Choral Director; 
Westminster Choir 
College, Princeton, 
New Jersey, Royal 
Conservatory of Mu- 
sic, Hague, Nether- 
lands, University of 
Oklahoma 


Mr. John Lanier 
Geometry (H), Alge- 
bra II; Sophomore 
Class Sponsor; Mi- 
crobe Soccer, Varsity 
Soccer; B.S., Vander- 
bilt 


Mr. Harwood Moxley 
English I, II; Microbe 
Tennis, Assistant Mi- 
crobe Basketball; B.A., 
University of Georgia, 
M.A., University of 
South Carolina 


Mr. Luther Killian 
Pre-Algebra, Algebra 
I; Microbe Football, 
Microbe and Varsity 
Wrestling; B.S., Uni- 
versity of Tennessee at 
Chattanooga, M.Ed., 
Georgia State Univer- 
sity 


Dr. Billie R. Lang 
Biology, Biology (AP); 
M.S., Mississippi Col- 
lege, Ph.D., University 
of Mississippi 


Mr. David Mikell 
American History, 
American History 
(AP), American Gov- 
ernment, Economics; 
Assistant Freshman 
Football, Assistant 
Microbe Soccer, JV 
Soccer, Assistant Var- 
sity Soccer; Chess 
Club Sponsor; B.A., 
Auburn University 


Mrs. Sue Miller 
Assistant Librarian; 
B.A., Westman Col- 
lege 



Dr. Jon Neergaard 
Chemistry (H), Chem- 
Phys, Chemistry (AP); 
Head Video Techni- 
cian for Athletics; 
B.S., Washington and 
Lee University, Ph.D., 
University of Virginia 


Dr. Christian 
Niemeyer 

English II, III, IV; Ad- 
visor to the BELL 
RINGER; B.A. Notre 
Dame University, 
Ph.D., Vanderbilt 


Mr. Frank Novak 
Seventh Grade Sci- 
ence; Microbe Cross 
Country, Seventh 
Grade 1C, Microbe 
Softball; B.A., M.A., 
Peabody, Vanderbilt 


Mrs. Ann Orth 
English II, III, IV; Ju- 
nior Class Sponsor; 
B.A., Brown Universi- 
ty, M.A.T., Vanderbilt 



Mr. Tommy Owen 
Modern History; Var- 
sity Football, Varsity 
Track; B.A., Vander- 
bilt, M.A., University 
of Kentucky 


Mrs. Jo Palmore 
English I, II, II (H); 
Junior Class Sponsor; 
B.A., M.S., University 
of Tennessee 


Mr. Robert Pruitt 
Biology, Chem-Phys; 
Varsity Cross Coun- 
try, Varsity Track; 
B.A., Vanderbilt, 
M.S., Tennessee State 
University 



Mr. Damon Regen 
Geometry, College Al- 
gebra, Calculus/Stat- 
istics; Varsity Foot- 
ball, Strength Coach, 
Microbe Baseball; 
Freshman Class Spon- 
sor; B.E., Vanderbilt 





Mrs. Mary Louise 
Shell 

Eighth Grade English; 
Virginia Interment 
College, B.A., East 
Tennessee State Uni- 
versity 


Mrs. Mildred 
Simmons 

Librarian; B.A., Cum- 
berland University, 
M.L.S., Peabody Col- 
lege 


Dr. Alice Springer 
Spanish I, II, III, IV 
AP; B.A., Eckerd Col- 
lege, M.A.T., M.A., 
Ph.D., Vanderbilt 


Mrs. Carole Steele 
Seventh Grade Word 
Wealth; B.S., Middle 
Tennessee State Uni- 
versity, B.S., Universi- 
ty of Tennessee at 
Nashville 


Mr. Billy Tate 
Speech; Forensics and 
Debate Coach; Quiz 
Bowl Sponsor; B.A., 
University of Alabama 


Mr. Stephen Streed 
Latin I, II; Varsity and 
J.V. Wrestling Assis- 
tant, J.V. Soccer; A.B., 
Stanford University 













Dr. Harold Whiteman and Mrs. Ruth Napier are in charge of the Development 
Office, which raises money and serves the alumni. Last year, a program of annual 
giving was instituted for the first time and raised $285,000. M.B.A. is fortunate 
that this money does not have to be used to pay the yearly bills as it does in most 
schools, but can go directly into an endowment fund managed by a brokerage 
firm. The interest from this fund not only pays expenses but also subsidizes each 
student’s tuition. This year the program should be equally successful. Before last 
year, the school raised money primarily by holding capital campaigns, fund- 
raisers for specific goals such as the one in 1 982 that raised the $7.5 million for the 
Massey building, the new gym, improvement of the athletic field, and increasing 
the endowment. 

Besides handling M.B.A.’s financial affairs, the Development Office serves the 
alumni. Last year marked the beginning of the publication of an alumni list which 
contains each alumnus’ address and occupation. An updated list should be made 
every five years. This year for the first time, an alumni magazine was made and 
the first annual alumni dinner will be held in December. 


Development Office 


Mr. Ed Zaborowski 
Algebra I; Varsity 
Track; B.S., Vander- 
bilt 




Mr. Joe Thoni 
Seventh Grade Math; 
Microbe Football, Mi- 
crobe Basketball, Mi- 
crobe Baseball, Assis- 
tant Varsity Basket- 
ball Coach; B.A., 
University of the 
South at Sewanee 


Ms. Barbara Waugh 
Eighth Grade Earth 
Science; Scorekeeper: 
Microbe Basketball, 
Varsity Baseball; B.A., 
Carleton College, 
M.S., Vanderbilt Uni- 
versity 


Mr. Jim Womack 
Art History (AP, Stu- 
dio Art; CPR; Outing 
Club Sponsor; B.A., 
Davidson College, 
M.A., Virginia Com- 
monwealth University 






Board of Trust 






The Board of Trust; top row, left to right: Gordon E. Bondurant, Frank F. Drowota III, Stephen Riven, Lipscomb 
Davis Jr., Thomas F. Frist Jr., Ridley Wills II, Bransford Wallace, Vernon Sharp, Roscoe Robinson, Nelson 
Andrews; second row: Stirton Oman Jr., Matt Dobson IV, Karl Haury Jr. President of the Alumni Association, 
Bronson Ingram, John Link President of the Fathers Club), Sydney Keeble Jr., William Wilson, James Bradford Jr., 
Ben Gambill Jr.; front row: Thomas Frist Sr., John E. Sloan, Morton B. Howell (Secretary), Joe Davis (Chairman of 
the Board), Brownlee Currey Jr. (Vice-Chairman of the Board), David Wilson, Dortch Oldham, William Cochran 


The Board of Trust’s history is closely linked with Montgomery Bell Acade- 
my’s own. In the early days as Cumberland College, some prominent trust- 
ees were Andrew Jackson, James K. Polk, and Andrew Johnson. Years 
later. Board member Dempsey Weaver used funds from Montgomery Bell’s 
estate to establish Montgomery Bell Academy. In the late nineteenth cen- 
tury, the Board of Trust blocked an attempt by Peabody College to annex 
MBA. In 1911, Trustee Judge Robert Ewing introduced Mr. Isaac Ball as 
the new Headmaster of MBA. Under the guidance of Mr. Ball, the Board of 
Trust acquired a thirty-two acre tract of land with a house to provide for 
future expansion. After a disastrous fire in 1 925, the Board, under President 
Mr. John Sloan, commenced an ambitious rebuilding program under which 
Brownlee O. Currey Gymnasium was constructed and Wallace Hall was 
renovated. 





Classes 





Senior Class 



Class Officers: (from left) Honor Council: Alex Rice, Treasurer; Robb Ludwick, Secretary; Jay Riven, Vice-President; Steve Jobe, President. 
Student Council: Edgar Bueno, Vice-President; David Spickard, Treasurer; Jim Norris, Secretary; Richard Speight, President 
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Senior Superlatives 


Most Athletic — Marc Smith 




Most Likely to Go Bald — Patrick Keeble 
Most Likely to Be Injured — Patrick Roberts 


Biggest Social Lion — David Frederiksen 
Biggest Goldbrick — Alex Rice 


Biggest Grade Grub — Brian Hassler 

Most Likely Not to Reach the Age of 
21 — Mike Poe 



Wittiest - Richard Speight 



Lowest on the Darwinian Scale of Evolution 
- Andrew Bond 




Most Popular - Chas Hewgley 
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Steve Zibas 


Steven John Zibas 

Varsity Cross Country 1-4; Captain 4; Varsity Soccer 1, 2, 4; Cross Country All Division 1, 2; First Team All NIL Cross Country 1-4; Region 
Runner of the Year in Cross Country 3, 4; J.V. Soccer 7,8; Big Red Club 1-4 

Golden Boy; “What's wrong with living in Hendersonville? It’s only 45 minutes away;’’ '/^ of ist period McDonald’s Club; “Honest Mrs. Brad- 
shaw, it was traffic;”“For the 20th time, Paige is not Andy Finchum’s Sister’’; “Trey, Paige’s dad gave me one of those talks on Prom Night’’; 
Zibi; Aebus Egyptian God of Running; Zoibus; 1 /8th ’85 and ’86 Lexington Cruisers; '/z Tom, please no more stab; “Trey, running is harder than 
football; '/’ Gooch what’s the excuse this time, it must be Chapter II; 85’ and 86’ Run For Fun Club President; '/s Hendersonville Six Year Veter- 
an of the Hill; “Mom, you ruined Trey’s image of us with that junk food in the house”; '/z How Could I Have Missed Them Club”; “Trey, let’s not 
tell anyone how many we missed”; “Dave, here’s your ring”; “Hey, it’s going to be fun only 24 hours on a bus”; “Trey, Big Walt and Carolyn said 
to be home early”; “Hey, what’s a runner doing in the weight room”; “Wendell, it’s your turn to go check the mail”; “What’s better than a cold 
Saturday morning in the duck blind?”; “Trey, how many Cameros was that?” “Don’t worry, if you need shampoo, look in Coach Pruitt’s locker”; 
“Hey Irmo, how’s South Carolina”; Ikard, what happened to your swim suit?”“Honest Coach, we never touched Ikard”; 72 November 7th UT 
Cross Country Party Weekend; “Lanson, why does my chest hurt?”; “Why does Abbey keep calling my chest that”; “Keep the lipstick away 
from Abbey”; “Bobo, quit calling me Puppy”; “Hey Tommyyyyy, we’ll be hausses by track season”; “Coach Lanier, where’s Muddiman?” 7«3 
7th period: “Trever, please don’t take out the nose spray.” “Hey, look Coach, Lanson’s trying in practice”; Founder of the Thursday All Stars; 
“Knowles, don’t play so loud; you’ll wake up Coach”; “Jay, Mr. Mushroom says to keep the freezer door closed”; 7< There’s No Way Out of 
Camp Boxwell After 7 P.M.; Thanks Coaches Drake and Pruitt for having four successful seasons; Thanks Walt for all the moral support, and es- 
pecially to Mom and Dad for six great years at M.B.A. 



Kevin Young 


Kevin Michael Young 


Big Red Club 1-4; Outing Club 1, 2; Art 1, 2; 
Weights and Agilities 1-3; Golf 3,4; Soup 
Kitchen; FCA 

Kiawah Island 1-4; South Seas Plantation 2-4; 
Carolyn 2-4; Church Ball 1-4; Honda Prelude 
SI; Freeman; R.E.M.; Grateful Dead; Walk 
the West; Daune and Dave; Los Barachos; 
“Stop the car!”; “Let’s go skiing!”; “Hunt, can 
we borrow your hydroslide?”; “This room 
stinks!”; “Let’s go to Jim’s!”; “Let’s hunt some 
polar bears”; “No Robert, Monte Carlos are 
not cool!”; “Banks, did you know we have to go 
to school by 8th period?”; “Paige, wipe off your 
feet before you get into my car”; “Wanna buy 
a camera?” '/< “We’ll be good at Auburn”; '/j 
F irecracker attack on Harpeth Hall; “I don’t 
know, let’s ask Hunt”; “Quite watching us!!!”; 
“Look Meredith, it’s Los Lobos”; “Robert, will 
you ski me?”; “Mark, one of those days, you’re 
going to jail!”; “Heah, I’m going out with 
Carolyn this weekend, both nights!”; '/'«> 
Lynch Barney Club; “Got any scorecards?”; 
“Hello ociffer!”; '/^ Shim’s Martial Arts; 
“Oooohh I knooooow!”; “Mark and Andy, let’s 
go muddin’ ’’’/z Sterling; “The Beast”; “Yeah, 
she’s my girlfriend, so quit lookin’!”; “Hey 
Steve”; “Carolyn, guess what 1 did to your 
car!”; Mom and Dad, thanks for all your 
patience and support. 
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Todd Wise 


Todd Vance Wise 


untry 2-4; Track 2-4; Varsity Wrestling 4; Big Red Club 
1-^ Bell Ringer 3, 4; Fifth in State French II Contest; Honorable 
Mention 1986 Science Fair; National Merit Semi-finalist; Anything 
Goes; Oklahoma; Carnival; Babes in Arms; Marne. 






Matthew Elliott Williams 

Varsity Football Trainer 2-4; Varsity Basketball Trainer 2-4; Service Club 4; Big Red 
Club President 4; Freshman Basketball Manager 1 

Mattsey; Mattsuh; Su; Mattsu; Matt’s cat’s hat’s fat’s bat’s puttytat; “It’s okay Bo, it 
didn’t roll’’; 1 /6 ’Dale preparation crew; ’Dale Tape; “Oh Yea!”; “Ball season is finally 
here!”; “Yea Chaz, 2:00 in the morning”; “Hey Rob Berry”; “Geordie - Your rig?”; 
“Crawford - What happened on this play? - Bomb - Sweet”; “Hey Rob Barrett”; 1 /400 
Big Charles Fan Club; 1 /4 UT - Auburn road trip; “Al, Huh?”; “Pat, make her say it”; 
“What’re y’ll doin; what’m I doin’, heard you’re goin’ ski-in’”; “It’s time to get nasty, 
boys”; “Drew, don’t judge a book by its cover”; “LaVigne, what’s the Physics?”; 1987 
Hammer of the Year Recipient; “Ben - be quiet”; “Nord, Pedestrian Peltage”; Captiva 
’88; “Trey, the firewalker 7-4-86”; “Robison, you have to shave your leg”; “Homecom- 
ing ’87 Jon Bon Jovi impersonator; “Robison, my song! They’re playin’ it”; “Alley-lo- 
op”; 1/10 Green Wave Fan Club; Hawgs roadie-in-chief; “Hey Trey, you look kinda 
tired”; “Drew would you stop foolin’ with the radio”; “Brannon, I order you to do do- 
nuts”; “Barrett, you asleep?”; “Keep on rolling Big Red!” Thanks, Mom; Thanks, Dad. 

“That’s Life! 

And I Can’t Deny It. 

Many Times I’ve Thought of Quittin’, But My Heart Wouldn’t Buy It.” 

Diamond Dave 








Rob Westerman 


Robert Schaefer Westermann 


Annual Business Staff 2, 3, 4; Annual Business Co-Editor 3, 4; Varsity Golf 3, 4; Varsity 
Basketball 3, 4; Service Club 3, 4 


West End Edgars 3, 4; Hawgs Roadie; 1/3 Lexington U2 Road Trip; “Westy”; “Business 
Staff? 

We’’ll start next week”; “I mean, yeah, I like him”; “See Ya”; “MBA’nt”; “I love U.Va”; 
“...yeah, yeah, just sit down and shut up”; “What are you doin’”; “Trey, are you going to ask 
her out?” “Matt, are you and Cappy officially dating?” “Rich, I love those portraits”; “Mon- 
sier Tate, you come up here to my desk.” 












Leonard Warren 


Leonard William Warren 

J.V. Soccer 2; Varsity Soccer 3, 4; Science Fair Honorable Mentions 2, 3,; Big Red 
Club 1-4; Annual Business Staff 3, 4; Newspaper Staff 3, 4; Photography Staff 3, 4; 
Soup Kitchen 1-4 

Herrrrro!; “This is Melvin C. Bridges. May I ask who’s calling?”; “Poppycock”; “Rub- 
bish”; Dr. Spock; “Hey Chuck! - What are we allowed to wear for Duds Day?”; “Paul, 
are you mad? - You look mad”; “What happened to the Cokes?”; “Bobby, don’t turn 
around quickly, but look at those girls behind us”; “Paul, were you hanging on for your 
life!”; “Go Grease Lightning (a.k.a. Rubber Ankles)”; “Where’s Dr. Chops?”; “Jim, 
are you going to give us a clue?”; “Here comes the Twin Powers (Ray and Robin)”; 
“There’s Ray and Broomhilds (a.k.a. Drucilla)”; Sunday Bloody Sunday; “You 
boys need to sit down!”; “Transformers!”; “Where’s that Turkman?”; “I’d like a hot 
caramel sundae, please”; “This 924 is hi-tech stuff’; “O.K. Tomorrow we’ll start 
with...”; '/j Nocturnal Run to McDonalds; “Last one in the hot tub is a rotten egg!”; 
“Yeah, my Dad and I watched The Color of Money, then we played a few games of nine 
ball(he won the first game, I won the next one, but he won the tie-breaker”); “Yes, my 
dad’s real name is Stryker”; “Hey Chris, go into that closet and get a few stakes”; 
“Let’s bring our radios tomorrow”; “You’re right Bill, Chuck and I are not smart 
enough to keep up a rhyme. Should we take a break?”; '/^ Zingers and lemonade for 
Breakfast Club; '/’ Conversation Group; “Yeah, Trey, I’d know the David Lee Roth 
routine”; “Oh, I’m so hot - get me some water!”; “Hey Paul and Bill, are you sure the 
flue is open?”; “Explicate your elucidations!”; “Hey Poe, do we have to do kireeks?”; 
“Do we need all that grammer and stuff?”; 1/1 High-Flyer; “Mom, 1 just got on the 
phone!”; Quadratic residue; “That guy. Bill!. ..come on back Bill”; “Jim, do you hear a 
whistle?”; '/^ Getaway Crew; '/a Rolling of the Chicken beat; “Have any of you seen 
the Poseidon Adventure?”; Fast Eddie!”; “Hey, 1 wonder what Chuck’s best quotation 
is?”; '/j Getaway Crew; ‘/s Dangerous Pass on Granny White; “You’re lookin’ at the 
man, who can do twenty signs an hour”; '/^ three lock box, '/s History Hide and Seek; 
Thanks Mom, Dad, and Kim. 


Thomas Scott Vandever 


Freshman Football; Cross Country 3, 4; Track 3, 4; Photography Club 3; 
Big Red Club 1-4; Newspaper 3, 4; Annual Staff 4; 12th Place Mid-State 
Math Contest 1987; 7th Place French Contest 1987; National Merit 
Commendee 

“Chicken Man”; “Beast”; “Vandy”; and various and sundry other ridicu- 
lous nicknames; Rax Roastbeef Club - the Beefeaters; 1 /80 Senior home- 
work club; '/s Liberal Democrats; '/^ Youth Group President; “Weasel - 
Chicken - Mongoose sage ’86 - ’87; '/s Hillwood Country Club Flag Thieves; 
“Zeebas - Egyptian god of Running”; “Crookback”; “Steeeeeeeeve!”; “Just 
hold it - I’ll do the scream when something good happens”; “Hiya’ Slim”; 
“Knowles, would you stop that infernal laughing - it’s just a good song”; 
“Nicholas and his buddies”; “Gooched for life”; “Okay, fake your next 
Larry”; “What do you mean we can’t play pool here?”; “Well, Dr. Crowell, 
it’s just that I don’t like barbarously hacking at my face with a sharp instru- 
ment in the morning”; “'/^ Terrorized at Arthur Henderson’s one night”; 
“Whoa Trigger, slow down boy”; “No, I’m not even going to look - you know 
that I’m devoted to celebrate monkhood”; “Wise, would you just look at her 
- she’s absolutely beautiful!”; “Jawgl”; “Nice hair, Todd”; “I promise. Slim, 
one day you’re going to return to your room and look under your bed and 
there will be...”; “Pride - one man in the name of love”; “Thanks to me and 
Pa Vandever”; “Road Quakers”; Peace and Happiness to you all until we 
meet again. 



Tommy Vandever 


Two roads diverged in a wood, and I - Took the one less traveled by. 


And that has made all the difference. 
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Will Van Derveer 


Joseph William Van Deveer, III 

Boys State 1987; Second Place Botany, Science Fair 1986; J.V. Soccer 1, 2; Varsity Gold 3, 4; 
Winter Soccer 1-3; Service Club; Bell Ringer Editor 3-4; Treasurer of French Club 3; SSS 
Club; Photographer for Bell 4 

'/s Trinity University All Night Patrol; “Todd, the frisbee is losing its glow and I’m freezing” 
“Bill, what’s that crystal for?”; “I snoozed from 12:30 to 1:00”; “Boone, your ability to make 
analogies is phenomenal!”; “Hiya, Truckman!”; “Truckle Oogdeeen!”; “I love Fogerty’s ac- 
cent”; “Will Truckle Ogden please stand up”; “Is this Truckle - 1 heard you were interested in 
learning to drive big rigs!”; “S’up wicou, Jabo?”; “I’m a gestalt existentialist”; “I-I-I-I-I 
don’t know”; Core 4 member of McCabe off-road racing team; “It true. I’ve never seen the 
Rocky Horror picture show!”; Mitre Indoors: the official shoe of sophomore year mid-terms; 
1/2 Third wuarter vandalist of the Truckman’s Hondo; “I’m staying at Freddie’s this week- 
end”; “Did I pass? - The exam or the course?”; “Let’s take the wagon! (the Family Truckster, 
the tankster, the boss)”; “I yanked the hose completely out of the gas pump”; “Steve, that cop 
has been behind us for at least five miles”; Honorary member and Sgt. at Arms of the Rax 
Roast beefeaters; “The wagon cannot roll - it’s too heavy!” Spring ’88 in Paris, not Florida; “A 
little stumblage, eh? Shhhh!”; 1/12 Boston in Spring ’87; “Let’s hack - I’ve got Sipa.”; “Will, 
did you write that? No. Are you lying? Yes.”; “'/j 6th period History movie-quoting club; '/s 
core Hi-Ball squad member; “Credence rules!”; “I got it! I got it!”; U2 Fall tour ’87; “Steve, 
let’s bust it up Friday”; “Let’s hit some pool”; “Eddie buried his back time on Trimble with me 
in the Childebeast”; “Who’s rolling Chad this weekend?”; “All or nothing, Steve. All or noth- 
ing”; “It has been ’absolutely phenomenal”; Thanks M.B.A. - it’s rough at times, but I’ve 
learned a lot. 

Harry doesn’t mind if he doesn’t ... make the scene... he’s got a daytime job - he’s doin’ 

all right! Dire Straits 

It’s even worse than it appears But it’s alright... The Dead 







Park Cavanaugh Thomas 

Freshman Track; J.V. Soccer 2, 3; Photography Club 2, 3; Big Red Club 1-4; FCA 1-4; French 
Club 3; Chorus 4; Cheerleading 4; Soup Kitchen 3-4 

“I’m Paige’s little brother”; '/’ Taco Company summer Bumo; ‘/s Dart Games at Jim’s Place; 
“Home by the sea”; “In fact, do you even know what city we’re in?”; Thursday nights pool 
club; “Annie, those things are sooooo cheap!”; “Hey John, do I have any credit?”; 1 /8 Nor- 
thwestern College Trip; “No money.. .we’ll put it on Visa!”; ‘/z Saab Convertible fan club; “I 
love New York City”; “If all else fails, we’ll go to Peking Gardens!”; 3 for 1 at O’Charley’s; 
Spring of ’87 lake goers; “John, I’m not feeling well. I think I’ll go home!”; Spring Break in the 
Cayman Islands, 1988; '/a Marilyn Monroe Fan Club; Hillwood After Hours Swim Club; 
“Ya’ll, I’ve only had 4 wrecks!”; Silver Hondas and White Saabs; “My driving is superior”; 
“John, at least Murfreesboro Knows the real story about Homecoming 1987”; Boston or Bust; 
Jennifer and Park friends forever; Thanks Sally and Bobby. 

“Images of sorrow, pictures of delight, things that go to make up a life. Endless days of sum- 
mer, longer nights of gloom, just waiting for the morning light. Scenes of unimportance like 
photos in a frame. Things that go to make up a life.” 

Genesis 


Park Thomas 








Benjamin Bogen Tate 


Bell Ringer 3; Entertainment Editor 4; Archives 3; Archives Editor 4; Basketball 1 ; Football 3; 
Student Council 3; Pep Band 3-4 


Truckman 1-4; “It’s a truck, truck, truck world’’; “Boy... Gee... Waco...”; “Hey Benny”; 
“Coach Bond”; “A day without sunshine is like night...”; “Coke and Taco”; “Give each other 
twenty dollars”; “The Horror! The Horror!”; “Cowboy boots are stupid”; “Who the heck is 
Richard Speight?”; “Poe, we’re not laughing with you. We’re laughing at you.”; “The Dean 
Dame”; “You don’t have to be big to type”; Erick Clapton, Duane Allman, and Mark Knop- 
fler; “I know Ed B. Bueno”; “No one can ever dissever my soul from the soul of the beauti- 
ful...”; “My dad was in a rock band... man, they were awesome!”; '/< of the no date club; “Rich, 
let’s invest in a foam home of tomorrow”; '/z Big Shotgun Blast; “Where’s Drew?”; “There’s 
only one thing to suspect - Whales.”; “Pretty much. Yeah.”; “Thanks to the ‘two’ ”; “Nbobo 
and Kenyon”; “: Rich, she didn’t call about your... talk about obvious”; “Yah, Georgie, Yeah, 
Georgie, Yeah, Georgie!”; “Xoibas”; “Louis Graber”; “But I mean”; “Well, there you have”; 
“I miss T. West”; “The Hawgs were there, I guess, well... maybe not”; “CAESAR and max - 
Dogs are awesome”; “Thanks, but I like flannel shirts”; “Oh, how I loved slam tackling”; 
“Max had his eyes open”; “Oh heck! I’m late for Different Strokes filming”; “Oh come now 
Mike”; “That’s where I’ll be seein’ ya!”; All thanks go out to the Grabers, the Bondurants and 
my mom. Bye. 


Ben Tate 








David Spickard 

David Billings Spickard 

Freshman Football; Freshman Basketball; 
Freshman Track; Varsity Football 2-4; All 
District 3, 4; Varsity Basketball 2-4; Varsity 
Track 2-4; FCA 1-4, Secretary 3, President 4; 
Student Council 1-4; Class President 1, 2; 
Class Treasurer 3,4; Service Club 2-4; Chorus 
3, 4; Big Red Club 1-4; P.M. Estes Award 1, 3; 
Totomoi 3, 4; National Junior Honor Society 1 , 
2; National Forensic League 2-4; 2nd Team 
All-Nashville, AllMetro Football 4 

Spick; “Hey”; “What’s happenin’ ”; “Talk to 
me”; “The thing is...”; The rag; The twinge; 
The hammer; Copesetic; Opie; The Spick- 
dome; Spicky-poo-poo; “I went out with your 
girlfriend last night”; “I get all wet when I 
drive through a puddle”; The Heel Mobile; 
“Drew, you’re huge”; “I’m jammim’ ”; “What 
do you want me to do, Emmett, jump up and 
down?”; Nice hair, Sarley”; The Missonary; 
“Chaque passe’ messieurs”; “Hey, Auner, one 
of he pigs fell out”; of the sick people in 
Mexico; Hood Ornament Crew Member; 
“Jim, did yu see that?”; '/^ Earring Crew; '/' 
Beard Crew; “Emmet, you would not believe 
my dream last night”; “Jeff, this is Hoss terri- 
tory”; “C’mon, I love to shovel dirt at 12 mid- 
night”; “Hey, look at Cochran coming down 
the mountian”; The Righteous Rappers; The 
Rappin; Three with Slick Spick; '/< Candy 
Cuddle Crew; '/s Harpeth Hall Pep Rally 
Champions; '/^ Spickard-Patikas Dunk Crew; 
Big Bad Bash; '/* Cartoon Crew; Caroling 
Crew; 1 /6 MBA Boxer Crew; “Speight, throw 
the banana”; “real men take ice baths”; “Jubi- 
late’, Jubilate’; “I got ultrasounded by two 
women”; “Watch Mo slow dance”; '/^ Roberts 
Room Day Crew; Roberts Room Night 
Crew; '/^ Roberts Room Wrestling; “Hey 
Berry, was it in color?”; “Ed!!”; “Quit it, Ri- 
chard!”; “When in doubt, interstate”; Days 
Club; “Nice attitude, Sterl”; “Oh, no one 
asked Lisa to go”; “Tim, I’ll trade ya two oreos 
for fig newton”; “Let’s dim the lights, shall 
we?”; Whatever you do, stay on your knees - 
Colossians 3:17. 47 





Richard Speight 


Richard Dobbs Speight, Jr. 

Freshman Track; Freshman Football; J.V. Football 2, 3; Varsity Football 4; 
Varsity Track 3, 4; Annual Staff 1-4; Student Council 1-4; President of Senior 
Class; Photography 1-4; Newspaper 4; Chorus 4; Drama 1-4; Basketball An- 
nouncer 3, 4; Big Red Club 1-4; Service Club 4 

99 Swedes came out of the weeds chased by one Norwegian; “The actor I admi- 
re most? Definitely Conrad Bain of Different Strokes; “Rock and Roll isn’t 
dead, it just smells funnny.”; “I have a dog?”; “Distortion Hawgs Rock!”; “Oh 
sure, my metallic pea-green Pontiac Catalina Safari Station Wagon is a ’79, but 
it has all the features of an ’80.”; “And I’d have done it, too, if it hadn’t been for 
those meddling kids and that pesky Seth.”; “Why no, that’s not me in Ernest 
Goes to Camp that’s my Evil Twin!”; a.k.a. Mr. Pres.; Le Dude; La Capitian 
D’Amour; “Woody (are you happy, Jeff?)”; The King of Khaki on Khaki; the 
turtle; Speighty; Chard; Mr. Grippers; “I’d rather be making money than 
spending it”; '/^ Calculus Collaborations (to no avail); “This is not on the read- 
ing list, but who knows”; “Robbietron, Benzor, and Sethbot’; “Hey McNally, 
Tate says you can run, but you can’t hide!” “There’s nothing better than a 
Khaki weekender, some furry sideburns, and a pair of big leather zip-up boots”; 
“Spick! Bueno! Where are your weekenders? C’mon guys!”; “If you have any 
questions, see Ed, Jim, or Dave”; '/2 Wally and Terence DeBoob”; “C’mon 
Dave! You know I can’t conduct a meeting without my magic marker”; “Con- 
gratulations, Ed. We’ve finally broken the two-trashcan barrier”; “Bass players 
are hip”; “Three points for Grease!”; '/^ Distortion Hawgs; '/^ Voice of the Big 
Red; “Yeah, Sure, I can play at the SAE house. Don’t worry, my parents will 
never find out”; “8 track tapes are the sound of the future”; 1/8 typing class; '/< 
2-a-day ping pong; “Sternum!”; “The curl is the most beneficial lift known to 
man”; “Hey Dulla, what are the cool people doing this week?”; “It was the 
block of Destiny”; Rays and babes sans Rays and babes”; “Hey Ben, let’s go 
down to the Take 5 Lounge at the airport and cruise for chicks”; “SAUSAGE 
IN YOUR POCKET TOUR ’87 PORK CHOPS”; “a.k.a. The Thumb; Dr. 
Love; The Badger, the napper; “Holy Frijole’s - it’s Jay Knowles”; “Get the 
heck off my campus”; “It wasn’t me or I’d be braggin’”; “Okay, now I’m 
braggin’”; “Look out, Spickard - here comes the monkey!”; Defensive specialist; 
Special teams King; Thanks a bunch. Mom and Dad. 



Steven Sowell 

Steven Thomas Sowell 

Wrestling 1-5, Newspaper 3 

“Groovy”; “You Lunatic!”; “Will you stop 
brushin’ up against me, I can’t concentrate!” 
“It’s O.K., Relax, Relax, I’m here!” “It’s all in 
the reflexes!”; “What?”; “Will you shutup!”; 
“Road Trip!”; “This Ming is a psycho, the 
Ming is a psycho”; “FLOUNDER!”; “Guido; 
Julio; St. Croix - U.S. Virgin Islands - “Hey 
Mon”; “I’m out of money”; “Let’s go golfing 
with Raymond”; “What, there’s a test to- 
day?”; “YOU”; “You’re goin’ down!”; “Work- 
shed”; “Who’s laughing now!? Who’s laughing 
now?!”; “And I don’t have anything in my 
eye”; “And then I fall on my nose and die, HA 
HA HA HA HA”; “Alright I’s, 2’s, and 3’s 
don’t count”; “All right Ares grants you three 
wishes for the killing the villagers”; “How does 
Hunt do it?!”; “And she believed you? HA HA 
HA”; Dan Gable and the Iowa Hawkeyes rule; 
“Getaway Car! Ha Ha Ha”; “Well Excuse 
Me!”; “We are wild and crazy guys”; “What’s 
this, Steve’s wearing loafers, no laces on his 
shoes, BORN TO BE WILD” 




Stephen Smith 


Stephen Boyd Smith 

Track 1-4; Cross Country 1; Big Red Club 1-4; 
Second place Nashville Spanish I 1985 CON- 
TEST; Fourth Place State Spanish I 1985 
Contest; Pep Band 3,4 

7:51 Vine Street parking lot, be there; “Brew- 
ha-ha”; Winky; 1/3 Ciraco’s bash; 1/3 Bell 
Witch Cave Safari; “Theme?”; “Oh, man!”; 
“What’s up man?”; 1 /7 Frisbee football extra- 
vaganza; 1/10; Revenge on Kurt assault; 1/6 
“Roll Arthur” fiasco; “Ward, can you start 
from the beginning?”; “Rob, you pass it to me 
and I’ll score!”; “Kurt, yes, we are real men”; 
Stressmann; “Charlie, did you go to Rocky 
Horror this weekend?”; “Jimbo!!”; “Jim, 3:50 
Taco Bell be there”; “Guhr will show you 
around the cave, yessir”; “OK, let’s go, you’re 
on the 50, all right, take the ball and go with 
it”; “It’s Christmas time”; 1 /2 30-mile biking 
expedition; I/l Neil Young fan club; “Got no 
problem with dat”; “S squared”; “The Guys”; 
“Sure, my car runs”; “Primo”; “What’s this - 
tuxedoes and apple pies? What?”; “Kurt, you 
aren’t bringing up church basketball, are you”; 
“next”; “Angie, when do you get off work?”; 
“Run for your lives”; 1/12 Jim’s disciples; 
“This ain’t no candy store”; “In the field of op- 
portunity it’s plowing time again” - Neil 
Young. Thanks, Mom and Dad. 
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Marc Smith 


Marcus Engle Smith 

Freshman Basketball; Microbe Football, 
Basketball, Baseball, Track; Varsity Football 
2-4; Varsity Baseball 1-4; Varsity Basketball 
2-4; HVAC Shotput Champion; Service Club 
2-4; Vice-President of 7N; Big Red Club 1-4; 
Science Fair Second Place 

“Marc” Ugh . . . Ugh . . . Well . . . Ugh . . . 
Scrapper; Buckeye, the savior; 1/5 Snow Fest 
’87 and ’88; 1/3 Porky’s Plan I; 1/2 Porky’s 
Plan II; “The Call of the Wild”; “Articles of 
Confederation”; “Now Jeff, there is a little 
difference between a codger and a badger”; 
“Tools of Liberation”; 1/2 Greenhorn, 1/2 
How ’bout a reunion?”; “Did I look like Big 
John or what?”; 1/? Final Exam Scam”; 1/? 
Schoolnight Fishing Club “Dulla, Arnold 
Horshack, Duck, Helmet, Geordie, Vitalis, and 
Dulla”; “Now Marc, don’t forget to remind 
Dud that we will pick him up at 7:15”; 
“’N’N’N’ Dulla, where are you going?”; “I can 
introduce you to some Japanese women for a 
small fee”; “Bow-Wow”; “Naw, I can just 
motor on home anytime I want”; “Geordie, her 
name was Angel, and she had a tattoo on her 
right shoulder”; 1/3 Florida Hot Rod Club; 
“Mo, How did that high flipper feel?”; 1/? 
Krystal Theme Night; “Hey, where did you get 
them studybooks, where is your lunch pail?”; 
“Now tell me son, do you know anything about 
Cookeville?”; 1 /2 8th Grade Joba Notes; “Oh 
gosh, oh man, this place is gonna put me 
under”; “Reese, I don’t care what you say, you 
are a native of Pegram, TN. 
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Gilbert Smith 


Gilbert Naylor Smith, Jr. 

1/6 MBA Boxing Team; 1/2 Partners in 
Crime; 1/? Krystal Theme Club; 1/2 “Crazy 
Slide”; The National Demerit Semifinalists; 
1/2 Sunday Mad/ “Glared” truckers assoc.; 
1/13 Texas - Pennsylvania Ruby Red 
Grapefruit Runners; Power Lifter; 
“Unplugged shotguns shoot better”; Six year 
veteran of the Hill where many battles are lost, 
but wars are won; “It’s a you’re triple fitzer 
value ma’am”; “You call the ball”; “fytos help 
me hang on”; “Chickering Pistols, Pepper”; 
“Hey coach, they can’t do that”; “45, Belle 
Meade 130 Club”; “Let’s run the 357 drop 
back”; “These aren’t Toy Guns”; “Really 
gentlemen, there aren’t any cops in Nashville”; 
“She fooled me too, Gary”; “Boys Ride Horses 
too”; “So many pedestrians - so little time”; 
“Woah, now, there’s jailbait”; “Mack’s and 
Amies; Hi-oh Silver, and away!”; “Eh Poe, 
where’s #13?”; It’s a very fine line between 
thinking you heard the whistle and actually 
hearing it.”; “My way or the Highway”; “Any 
way 90% of it’s mental - get tough mentally”; 
1/7 eighth period evadors, yesssss you missed 
us, ha”; “Sure I’ll give you another chance, 
anytime”; Thanks so much Mom, Dad, 
Teachers, and Coaches; “It was real. ..You 
can’t live forever.” 
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Varsity Football 2-4; J.V. Soccer 2,3; Ice 
Hockey 2,3; Riflery 1; F.C.A. 1; Outing 
Club; Big Red Club 1-4; Newspaper writer. 







Michael Shears 


Michael Keith Shears 

“Shears”; “Maybe”; Commissioner of the 
After Lunch Football League; 1/4 Bathroom 
Football; “McKnight always remember this: 
Beggars can’t be choosers.”; “brother p., 
what’s up?”; 1/2 Auburn- Florida weekend; 
Entertainment director for Cayman’s Spring 
Break ’88; “Cook-outs”; “Keeble, do we have 
to listen to the DEAD?”; “Shearsfest ’87” 1/2 
Summertime golf, hot tubs and Satellite Cin- 
ema’ “Won’t anybody talk to the 
Teddy-Bear”; “McKnight, you’re right, I 
can’t get away with anything”; “1 don’t like 
them, they like me”; “Jay, I’m tired of this, it’s 
not even a challenge anymore.. .Sure I thought 
of that?”; “Keeble, I like you but Tie-Die 
makes me sick”; R. R. Rhoads; “Wait. ..That’s 
not Dalec!”; “Why are you so pale?”; 1/4 
Beech Mtn. Winterfest; “Ain’t that a shame”; 
“Which stage row?”; “Morrissey, go back and 
get it!”; “Ya’ll love my burgers, don’t ya”; 
Thanks guys; its been fun for the most part. 
Mom and Dad, Thanks for everything. 
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Emmett Russell, IV 

J.V. Cross Country; Freshman Basketball; Freshman Track; J.V. Football; J.V. 
Basketball; Varsity Track 2-4; Varsity Football 3-4; Varsity Basketball 3-4; Big Red Club 
1-4; Service Club 2-4; F.C.A. 1-4, Vice President 4; Triple S Club, President 4; Annual 
Sports Co- Editor 4; MBA Chorus 3-4; Outstanding Sophomore; P.M. Estes Award; 
Honorable Mention All District and City Football. 

1 /3 Roberts Room daycrew; “Hey, Mo, do you think we’ll have to run?”; “Hey Emmett, 
you are HUGE. ..how much do you weigh now?“; “No, I am not Demetri”; 1/7 Big Bad 
Bash Gang; “Hi, Sugar!”; “Spick, next time jump up and down”; “Hey Steeerrrny, I told 
Ray I broke the light.. .mmmmmmml”; “Copecetic”; “I can’t believe you told my mom!”; 
1/12 Jennifer fan club; 1/6 Boxer Marauder Gang; “Hey Dave, did you ask her out?”; /? 
mud slide gang; “Spick, hold this bag for me.. .please”; “I just love to shovel”; “Hey 
Pat. ..it’s the GREEN Fog!”; “Dave is mhuh buduhy!”; “I’m goin’ to jump on this like a 
buzzard on a gut wagon!”; “Hey Reese, give me an Ally-oop!; “No, I am not a yard 
marker!”; “I am Huge!”; “What’s wrong with classical music?”; 1 /3 Twinge crew; “I can 
shave!”; Caroling Crew; The Rappin’ Three with Slick Spick; “Jubilate’, Jubilate’”; 1 /3 
Ear ring Crew; “Jeff, hurry up with the camera. I’m freezing!”; 1/14 Demetris House of 
Bobs; :Yea...it’s hot!” Jayser, Emmettina. 


Emmett Russell 



Edwin Thomas Rogers 

Track Announcer 3,4; Mock Trial 3,4; Forensics 1-4; School Science Fair 1st Biology, 2nd 
Chemistry; 2nd Place Medicine Division of Mid-State Science Fair 1984; Microbe Football; 
Microbe Baseball; Big Red Club 1 -3; Chess Club 4; Captain of Debate Team 4; Co-Captain of 
Mock Trial Team 4; National Forensics League. 

“What are you thinking?”; “Wait, my shoes are trying to get off’; “Maybe, just a little”; “Are 
we in the 21st century?”; “Yes, I was the one to ask is Alabama in Georgia and I have never 
lived it down”; “Burt it’s bad for you. So, what’s the point?”; “You are all just hogs, absolute 
pigs”; “Wait. ..something is not right here”; “Beatle’s Alley, porch. Balcony, Street - oh what- 
ever. I couldn’t stop spinning”; “What a ride”; “How are you feeling now. ..fine”; “It’s cold in 
here”; “Sniff, sniff, sniff... I don’t need any abuse from you”; “My mind is blank and yet I 
think. Profound, Gutow. Where’s the sun?”; “If you have what you have to have, you put in 
what you need to do”; “Some free country this is”; “I’m telling you, invading Nicaragua would 
work”; “Burt, Nuke war is not good, it’s GREAT”; “I’ll get it done, soon”; “1 love that little 
red head”; “Can’t believe you slept through your achievements. Then you couldn’t find Lip- 
scomb. Boy, do you need to get organized”; “King of suede”; “You’re running through a for- 
est”; “Wall-eyed lizard head. Visor Head”; “Yes, I am an idiot!”; Crazy Hawaiian; “Have you 
studied Eutrification yet. No, well then, be quiet”; “Car.. .Death!”; Cement Blocks; “Get those 
two liter bottles”; “Train of thought”; “There’s a hole in the couch”; “OK, Where’s my dad’s 
magazines? I don’t know Gutow”; “she can sure dive”; “Why are you being so snide?”; “Police 
-man, policeman”; “Fight! Fight! 1 want blood!”; “Wait, what’s anarchy?”; “you know I never 
ask you to do anything. Hey, how about St. Andrews?”; “Ernie, Hey Burt”; Pound Puppies; 
Brain Dead Rock. Mom, Thank you. ..heard that Thank you. No, really thank you very much. 



Tom Rogers 
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Patrick Roberts 

Patrick Hagan Foster Roberts 
Football 1-4; Basketball 1-4; Big Red Club 1-4; 
Service Club 3,4; 7th grade Vice President; So- 
phomore class Treasurer; Chorus 3,4; Modern 
History medal; French I National Contest Fi- 
nalist; F.C.A. 1,2; Art 1; Writer for Bell Ring- 
er 3; Business staff of Bell 2. 

“Band-Aid”; “King of the Rap”; 1 /4 Brundel 
Fly Fan Club; 1 /4 Bobby Ross Fan Club; 1 /? 
Dr. Chops Fan Club; 1/2 Crazy Digger Fan 
Club; 1/26 Junkyard Dogs; #53; “Y’all knock 
it off!”; “Get a date. Shears!”; “Shears Fest 
’88”; Blue Diamonds Squadron Leader; 1 /6 
The Originals; Scottsville; 1 /4 Cayman Crew; 
“Hi, Sarge. . would you shut up?”; Dunk ball 
crew; Siamese Twin; Official member of After 
Lunch Football league; “It’s the Big Orange!” 
“These are my cars right here” - Smokey: “Are 
we gonna run a straight diamond?”; 
“Y.M.C.A.!”; “Hey, Coach, where’s my 
cantaloupe?”; 1/4 Bathroom Football; 
recipient of Most Ragged on During Films 
Award; 1/8 Boxer Rebellion; MBA 16 - Ryan 
13 (8 minutes left, though . ..); “List it, run it. 
OK, looks like a winner”; “dang man, shoo!”; 
“Oh, my!”; “Yes, Demet, you are a Rambis!”; 
“1/2 Andy Band. Right, moyke?!”; “Hey, 
Reese - you’re a gun puppy!!”; “A1 - We’re 
cosmo bound!”; “Math IV at Mo’s”; 1/2 
Central Parking System Fan Club; “No rest 
for the weary!”: 1/50 Po Folks Rhea Club; “I 
like that concept, Demetri”; “Gently!”; 
Thanks Mom, Dad, MBA for everything. 





REWARD 


ISiDOC^ 


Jay Riven 

Stephen Jay Riven 

Honor Council 1,3,4; Vice President 4; Service 
Club 3,4; Co-Editor of archives; Speech Medal 
1987; Magna Cum Laude in National Latin 
Exam; Winner in poetry and prose in literary 
contest; Ice Hockey 2,3; Cross Country 3,4; 
Annual Assistant Staff 1,2; Annual Archivist 
2,3; Newspaper contributor 1-3; Varsity Foot- 
ball 2; J.V. Soccer 1. 

Mooch, Dr. Ser; Jayers; 1 /2 Oklahoma Sooner 
Fan Club; Stressmann; “It must be 6:50”; I /3 
6th period lunch philosophy club; “Mr. Drake, 
how far away is Washington and Lee really?”; 
1/2 Cross Country velvet Run; 100 ‘ free of 
carbonation 1 -4; “Tom, I’m afraid we’ll have to 
practice out here”; Captain of the Tank; 
“Yeah, it’s hot”; “Jay, what’s wrong with your 
elbows?”; “Gee, I guess I’ve never really had a 
problem finding a parking space”; “John, I 
have more toys than you do”; “Why won’t you 
be at the game, Mr. Bennett?”; 1 /2 Nebraska 
fan club - sort of’; “Nobody can sign my name 
like I can”; “Kurt, do you always spray per- 
fume on your letters?”; “Sorry, Mr. Regen, I 
have someone else this year”; “The substance 
of ambition is merely the shadow of a dream”; 
“Jim, its anchovies at Sailmaker”; “Yes, as a 
matter of fact, I did smile on Mt. Ranier”; 
“Julie’s answering service. May I help you?”; 
“Good luck, Julie”; Thanks Mom, Dad, Julie, 
and Eva, I love you all; Don’t cut the grass. 

There is a destiny which makes us brothers, 
none goes his way alone. All that we put into 
the lives of others comes back into our own. 
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Alexander Nisbet Rice 

Freshman Football; J.V. Football 2,3; Varsity Football 4; Freshman Basketball; J.V. Basket- 
ball 2; Freshman Track; Third Place Physics Division MBA Science Fair; Photography Staff 
2-4; Bell Ringer Business Staff 3,4; Honor Council 3, Treasurer 4 

Sib; cornbread; Grasshopper; Chaka; Ernie; Herff; Cleanth; Chris; “Ohh, now Dalec put that 
back...”; 1 /2 lawnchair ensemble, “Rice, sit tight, Fll be right back”; “I commenced to a’ cus- 
sin’ and a’ ravin’”; “Yeah, sure, Jean, we’ll do that real soon”; “Some kid just ran by and ate 
the top off . . . there he goes!”; “...and another thing, your making bad grades in English”; 1/6 
after lunch ball member; “Keep trying”; “Rice, you mean there wasn’t any change?”; “Dude, 
that’s so dude”; “Yeah, right, Keeble drive!?”; “All we need is a houseboat...and maybe a 
Winnebago”; “You might as well stick a fork in him, he’s done”; “Dad.. .I’m home”; “Boys, it’s 
time to deliver the goods”; “It’s the BIG Orange!”; “Chas you wants...”; “Thanks squaw, then 
I’m Marshall Dillon; “Merium, what’s the problem here?”; “It’s the barbar!”; 1/2 summer 
painting crew; “Yeah, you gotta push down on that lever”; “...so what does it mean?” 
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Charles Joseph Resha, IV 

Big Red Club 1-4; Swim Team 2; Newspaper Staff 3,4; Annual Staff 4; Senior Cheerleader 

“Hey Paul, you want to drive my car?”; “Have y’all heard ’Dream Weaver’, I’ll sing it for 
you”; “Look, it’s Jim’s Cow, give us a clue Tim”; “I like that there watch you got. Where can I 
get me one?”; “Does the bathroom work around here?”; “Bill, honest. It’s a friendly dog”; 
“Leonard, wouldyou start pounding on him?”; “We’re not smart enough to make a rhyme”; 
“No, Stephen, there is no such thing as Resha County”; “Yeah! My dad really is in the 
Mafia”; “No Stephen, I won’t give you five. What if he’s dead”; “Hey guys, let’s listen to some 
Joe Strummer’;; “You can wear anything you want as long as your . . . ”; “Paul”; “Kurt, what 
happened to the cokes?”; “Really, I’m not lying”; “Don’t worry, Bobby, I’ll fix the toilet”; 
“Honest Stephen, I really did have a pimple”; “No, David, I’m never going to park withyou 
again”; “OK, Christy, you can let go of me now”; “Oh! That’s sooo Taaaaacky”; 1 /2 interstate 
death squad; “Charlie, how ya doing?”; “Paul, you’re so cool”; “Bill, please don’t say that”; 
“Well, it’s time for a break”; “Explicate the Elucidations”; “Oh, Laura, Don’t get so down”; 
“Yeah! She sounds like a real nice girl”; 1/2 Bredesen original sign crew; “How do you work 
this?”; “No, I’m not going to St. Cecilia today”; “Bill, we’ll have the party at your house;” 1 /7 
8th period class conversation club; “Stephen, really, you don’t know everything”; “You know 
what my favorite quote is, ’Thanks Mom and Dad for Everything’” 



Chuck Resha 



IBMam 






Brad Reese 


James Bradley Reese 

Freshman Football; Freshman Basketball; J.V. 
Basketball 2; J.V. Football 2; Varsity 
Basketball 3,4; Varsity Baseball 1-4; Big Red 
Club 1-4; Service Club 2-4; Freshman Algebra 
1 Award; Most Outstanding Freshman Award; 
P.M. Estes Award 

“Greese”; “Creese”; “Shortstop”; President of 
the Kurt Stillwell Fan Club; 1/1 Baseball Is 
My Life; 3-point goal fan club; “Yes, Marc, 
Benito is pretty good”; “Dulla, I don’t care 
what you say, your dog is a mutt”; “Jeff, I luv’- 
em”; 1/4 Jackson McDonalds parking lot 
hoodlums; 1/5 SNOWFEST ’87; “Gimme a 
five Cheez!”; “Hey Brad, wanna’ make a hun- 
dred dollars?”; “Bill, you’re higher than num- 
ber 7!”; “Let the Big Dawg Eat!”; “Marc, 
those boots look great!”; 1/4 Reg Eye Crew; 
“Ain’t no thing, Poe”; 1 /3 BOARD Members; 
1/3 Clearwater Hot Rod Club; “Marc, rev’ 
that engine”; “McNally, that’s your dad”; 
“Yes, Marc, I’m real tired”; 1/24 Junkyard 
Dogs; “It’s natural”; 1/1 Skullie Crew; 1/3 
Halloween Espionage and recon; “WRITE 
BIG”; “Ooooooooohhh?”; “Y’all don’t get in 
trouble ...Brad, now!”; “Baseball is a REAL 
Sport!”; So I hope people will still love baseball 
here when I leave. Be original and add life and 
color to the hill. It’s been great MBA! 


t 







James Sterling Price, Jr. 

Tennis 1-4; Varsity Basketball Manager 2,3,4; J.V. Basketball 1; Big Red Club 
1-4; Big Red Club Secretary; Service Club 3,4; Students Staying Straight 3,4; 
SSS officer 4; Newspaper Staff 2-4; Bell Staff 2,3,4; Geometry Medal 2; 
Physics Medal 3; Outward Bound 2; National Forensic League 4; National 
Junior Honor Society 

1 /2 of the best television network in the nation; High School Sportscaster of the 
Year 1986; “No, we aren’t going to film J.V. football games’’; “Jim, we can’t 
have any more people help us, because they are cutting into our profile”; 
Exclusive interviews with Hillsboro Homecoming Court, Mark Howard 
(Channel 5), and the best and brightest girls that Beech High School has to 
offer; “Sure, people waste their Saturday nights watching that stuff’; “Duncan 
Steward ought to be shot”; “Jim, Tom, I really don’t think we should go to Ryan 
looking for a fight”; “1/6 Chattanooga ’87”; 1/3 Water Balloon Hit and Run 
Team; “Chattanooga is the most pessimistic city in the country”; 1 /2 Still Miss 
Hunt Warner Club”; “Shut up, y’all, I like Tommy”; “Nice attitude, Spick”; 
1/8 Recite every line possible from Fletch club”; “Edgar, do you realize we’ve 
been in Boston for 24 hours and haven’t seen a single good looking girl?”; “Ed, 
we’re at Williams on a Saturday night and we are pumped”; “Trinity is the 
worst college in America”; “Top Ten Most Cocky People List”; “Cherry Arena 
Basketball MVP”; “Gooch, I have a feeling Bill and Frank will get in a fight”; 
1/2 of the 38 best church basketball teams without an organization; “Bob, you 
gotta like the three point line”: Founder Flem-n-Fun Fan Club; “Don’t you 
think Eddie Krenson is the best coach in the country?”; “Excuse me, who are 
you and why are you in my bed?”; “Edgar, Nino’s Market is opening nation 
wide”; “Founder of the Volvo Caprice Wagon Triple Play Combo”; “Tennis is a 
tough sport”; “Ronnie Holmes ought to be shot”; “We’re from Channel 4 and 
were wondering if we could interview you”; “Mo, we have no facts”; “Creator 
/ Gerry Baker theme song”; “Spick, I knew you got the More 

-head before you did”; “Do you actually go to classes?”; Dial 737-WSIX and 
tell Duncan Stewart that he’s an idiot”; 1/12 Days Fan Club; 1/12 I love 
Jennifer club. 


Sterling Price 
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Mike Poe 

Michael Poe 


Football 3,4 

Poe, Ivan, The Cousin, 65 Middle Guard; “Pain = Happiness”; “Strongest Man in spring 
weights 87”; 1/2 Lynnwood Blvd Crash Up Derby Club; 1/2 Chickering Road Night 
Horsemen; 1/3 Maryland Farmer Top Platform Nightdivers; 1/2 Crazy Side Undisputed 
After Lunch Boxing Camp; Hawg Security; “Tm gonna be honest with ya”; 1/1 Mike Wiley 
Dumptruck driver Club; Born to Bogie; Country boy can survive; “Most likely not to graduat- 
e”; “How old are you. Boy?”; “19 ossifer”; “and you’re stupid too boy”; 1 /2 Hillsboro Road 
130 mph club; “Wanna race, Boone?”; 1/1 Porsche 91 1 around the block club; “Where we 
goin’ today 89th period, Bert?”; “Where we eating lunch today?”; “What’s Mr. Drake waitin 
in the Senior parking lot for?”; 1/2 busted goin’ out to lunch club; 1 /4 12th and Porter Brawl 
Club, Was that her name? Oh well!”; “16-13 Big Red”; “I hate Longsnappers”; “sorry, bout 
those Sheiks Ben Tate”; “It’s a glint - nope, mm nope - it’s a glare”; “thatboy Burt”; 
“AhhhHolla?”; “How about another Frozen Concoction Burt?”; “Prom 87 - Lynn - Limo - 
Love”; “1/2 Partners in Crime, Huh Bert?”; Jester’s Dead; “Check Ron, Rico”; 1 /3 Banned 
from Brentwood Shopping Mall; 1 don’t think we got enough gas to get back to Commodore 
and it’s gettin dark”; “DALE”; “Ain’t no thing Reese!”; “Ain’t no thing Reese!”; “Skullman”; 
“Lineman till the day 1 die”; I love you Momma and Daddy. 





Braxton Perkins 


Braxton Paul Perkins 

Honor Roll 1-4; Thirty plus consecutive Privilege Lists; Debate 1-4; Co-Captain 4; State 
Champion 2,3,; The Bell Ringer staff 3,4; The Bell staff 3,4; Mock Trial Team 3,4, Captain 4; 
Big Red Club 1-3; Stadium Announcer for 87 Track Season; 7th in French State Contest, 
Level III; Contestant 1987 State Math Contest Comprehensive Level, 5th at testing center; 
Third Place Medal, Botany Division 1987 MBA Science Fair; First Class Scout 

Brax; Perky; O’Bert; Lion; Closet...; Braxtonian; Matchmaker; 1/3 of MBA Liberal Demo- 
crats; “I don’t deserve this abuse from you, sniffle, sniffle”; “I’m under control, seriously”; 
“Where are your pants, Gutow?”; “Sorry, Mrs. Rogers, I didn’t mean to embarass him”; “I 
promise I’ll shut up, David”; “Tom, what should 1 do, ask one or both? I guess both”; “I’m con- 
fused, maybe I just wouldn’t go”; “Let’s call someone”; “I swear she likes me Tom”; “I don’t 
know what to do”; “Are you laughing at me?”; Train of Thought; “This way it costs less”; “I 
just take your food”; Young Life Ski Trip ’86 - “Hunt, look at that house”; “I swear it said 6:30 
PM”; “You’re so crafty, Willie”; “Two months Rebecca?”; “I will be crucified a long time 
ago”; “No, my sister’s taking English today”; “Is Alabama in Georgia? Oh, no Tom”; “Is this 
the twentieth century?”; “All these planes, they fly around”; “Too much hassle”; “Don’t tell 
me anything I don’t want to hear”; “Are you going to Goodlettsville?”; “Gutow, want a 
penny?”; “Jon-Ho, Eric, or Chang?”; “Hey Hal, what’s her sign?”; “I have sausage, let’s 
leave”; “Hey Tom ...we’re ready”; “Find out what you need to have and put in what you need 
to do”; “I swear I didn’t lock the door, John”; “Green slimy stuff; How’s your sister, David?”; 
“Ernie, I didn’t Buuurt”; Rogers, you hellion”; “Rogers’ house - Tom, Tom, Allison and Da- 
vid”; “Fly Sharon up, and find two more”; “Glenn, Laurie, James, and Lana”; “Tell her about 
it’, Braxton”; “Someday, Tom, Someday”; “DuBoise - a very special place; Happening #22; 
Fall Retreat; Wintermission; Thanks for making me go, David; To all my friends a DuBoise - 1 
love you all; Spring Break ’88 - Florida with Tom, David, and Tom; “Let there be songs to fill 
the air”; Six years on the Hill - Thanks to all. 







Bill Penuel 


William Richard Penuel 


Bell Ringer 2-4; Computer Editor; Cross Country l-4;^Track 2,3; Freshman Track; Chorus 
3,4; Literary Magazine 2-4; Latin I,rF(’ehc{i I^I, English/ 1 1 j(H^, French IV AP awards. Cum 

Laude; Junior Honor Society; ZndfEl^e'Qieiipir^ r a , , 

Place Zoology Division of MB A JScfBn.^ Fail * 


“That’s going against the whole BiblirV47‘^h4’s a.xop^'^^^ Doc, I’m not the only Demo- 
crat in the school”; “That’s OK Robby^ w^^h ci‘iti<Mze everyone because we’re perfect”; “You 


fe^iyision of MBA Science Fair 1985; 1st 


are the quarterback of your life”; “I have^;rcentlyj^om,eTothe conclusion that nothing of im- 


portance happened in the nineteenth c^tn^ry”^**^ 
“Ah-ite, Steve”; “Chas, cynic' ^ 

always depressed”; “The MBI^ 
Surrounded-by-Frosh Club”; ' 
cow”; “Jay, you’re becoming i 
ness is form. Form is Emptiness^ 
have said that the body is not i 
one’s self is.” 


“I went to the woods because 
life, and see if I could not 

had not LiveCT=“«5^TSteai> 

V 


ociet 


r-'Jte/t n|( 
•is jiist/ 
^s/spflied 




ome there’s no gas in the car? 
^i|ion”; “I’m an existentialist: I’m 
secB a membership drive”; “Senior 
s, 

lut for^you in the book”; “Empti- 
is hoi more than the body. And I 
ing-i jfot God, is greater to one than 


mt only the essential facts of 
discover that I 


die, dis( 

Li V:'> ^ 
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George Demetri Patikas 

Varsity Football 2-4; Captain 4; Varsity Basketball 3,4; Varsity Track 2-4; Freshman Foot- 
ball; Freshman Track; 8th Grade Tennis; Big Red Club 1-4; F.C.A. 2-4; Library Attendant; 
1983 M.B.A. Science Fair 2nd Place; 1984 M.B.A. Science Fair 1st Place 

1 /2 Spickard/Patikas Dunk Crew; 1 /2 Siamese Twins; 1 /50 Po Folks Rec Club; “October 16, 
1987 - MBA 16 - Ryan 13”; 1.5 Belle Meade Club Night Diving; “Hey Jeff, let’s go make 
Rounds!”; 1/10 Fall Saturday morning breakfast club; “Yes Roberts, I am an awesome defen- 
sive end”; “Hey Pat, I like that concept”; “Jeff, Spick, Brooks, and Bull - whose got the clean- 
est plate?”; “Hey Reese, Chuck Norris Is awesome?”; “Hey Jeff, is the game at Hillwood?”; 
“Seshul, I’ll wrestle you anytime, anyplace!”; “Hey Jeff, shall we get the Southwestern Ques- 
sidia and the hamburger club?”; 1/3 Roberts Room late night crew; “Hey, Mo, how’s 
Temp?”; 1 /6 Air Attack; “Hey Bond...woah...woooooaahhh!”; “Hey Drew, where’s Hoss?”; 
“Hey Matt, W’sup?”; “Gently”; 1/4 Pep rally champs; 1/5 1987 Harpeth Hall pep rally 
champs; Holy Dickens”; “La Bomba”; “1/26 Junkyard dogs”; “Hi sarge”; “Hello Patrick, 
this is #54”; 1/4 Chicago Big Bear Trip.. .Jerk!”; “Sorry about your boots, Worcester”; 1/ 
Vietnam work squad; “Smithwick, I think we’d better take the change”; 1 /6 Late night boxer 
club; six year veteran; 1 /? FCA Caroling crew; 1 /6 Original flat top crew; 1/? Summer mud 
slide; Special thanks to friends, teachers, parents, and the Lord 


Demetri Patikas 








Jeff Owen 






Jeffery Carl Owen 

Varsity Football 2-4; Varsity Baseball 2-4; J.V. Basketball 2; Varsity Basketball 3, 4; FCA 
2-4; Soup Kitchen 2-4; Service Club; Chorus 3, 4; Big Red Club 2-4. 

Third pole; '/< Jackson McDonald’s parking lot hoodlums; “Marc, those boots look great”; 
“What’s up Cheez!’; “National Champion, according to the Cherry poll”; '/< Red eye crew; 
‘/s SNOWFEST ’87; “1 love your car, Jeff’; “Let the Big Dawg eat”; '/j Board Meeting 
Member; “Weed, let’s go make rounds”; Gallatin attire; ‘Y’all, I can’t go out tonight, I 
have to clean up my room”; “Belle Meade Country Club Night Diving”; '/^ Pool Hoopin’ 
Crew; '/j Halloween Espionage and Recon; “pink suits, white sunglasses”; “I can do any- 
thing I want, I’m on P.L.”; “Hey, I’m fired up, I signed this contract...”; “Night Prowler”; 
Dr. Chops;“Yoooo Baby”; “Hey Bond, you planning on playing pro basketball?”; “Hey, 
Mo and Reese, you think they cuffed them?”; “No thanks, Mr. McNally, I’m not thirsty!”; 
“Yes, Mrs. McNally, find me a date”; Harpeth Hall Masquerade Party Crew; “Like I 
said. I’m an independent trucker and I’ve got to get my rig out of Smyrna”; “My name is 
Jerome Pitts”; “Spick, help Jeff with the formations, please”; offensive specialist; */< 
Belle Meade Boxer Rebellion; “Hurry up, take the picture. I’m freezing”; “Mom, we ate at 
Kobe Steaks”; “Thank you. Teen Challenge Choir, you really touched me”; “Fishing in the 
lightning”; “Holiday Film Crew”; “I’ll never go to Vandy”; “Hossfly”; “Way to blow out 
the candles”; “Gantt, broken any mirrors lately?” “Don’t make false accusations”; “‘/j 
C ollege T-shirt crew; “Mr. Officer, please don’t arrest him”; “Electric Blue”; “Mr. Gate”; 
“I just want to thank my family for all their love and support and for the great friends I’ve 
made with the teachers and classmates here on the hill! Thank you especially, Coach 
Owen; you’re a great coach and more importantly, a great friend. 





John Covington Overfield 


Track 1, 2, 3; Cheerleading 4; Co-Captian 4; National French Contest 2, 3; Regional French 
Contest Third Place, National: Seventh Place 1986; Third Place Botany Division of the MBA 
Science Fair 1986; Exhibitor, 1986 Mid-State Science Fair; Privilege List 1-4; French I 
Medal; Algebra II Medal; Chemistry Medal; Biology Medal; Junior Honor Society; Big Red 
Club; Bell Ringer Contributor 2-4; Archives 2, 3; National Merit Commended Student 


'/s Marilyn Monroe Club; 'ji Saab Convertible Fan Club; Trinity night patrol; “Luds, did 
you see Knotts Landing? Donna Mills is awesome!”; “Real men watch soaps”; “Park, can you 
give me a ride? The Saab is in the shop again”; “Nice driving, Jenny. I almost died!”; “Sorry, 
Bill, but I hate the sixties”; “There’s no way that I’m running today. I just remembered - 1 have 
a doctor’s appointment”; “No problem, I really wanted to replace the transmission anyway”; 
“Yes, cheerleading is a sport”; “Don’t worry Eleanor, it probably didn’t do any damage at all”; 
“When in doubt, put it on Visa!”; “Oh, we passed that exit a long time ago!”; “So all I have do 
do is pull this lever, and then the hood opens, right?”; Madonna fan club; “Yes, Madonna is a 
true musician, Brannon”; Natalie 1-4; “Yes, we’re still dating”; “No, I am not spoiled!”; “I 
don’t know where you heard that. I don’t even know who she is”; “We’ll look back on this and 
laugh”; To Nat - Thanks for always being there; To Mom and Dad - Thanks for everything. 
Commit your way to the Lord; trust in him and he will do this: He will make your righteousness 
shine like the dawn, the Justice of your cause like the noonday sun. Psalm 37: 5-6 


John Overfield 





Soccer 1-3; Fall Tennis 1, 2, 4; Basketball 
Manager 4; Pep Band President 3, 4; Honora- 
ble Mention MBA Science Fair 1, 2; Business 
Staff, Bell Ringer 3, 4; Business Staff, Bell 4. 

Nordsky; “Uh, Hullo, Trey”; “Ah, Yeah - 
Freddy”; The Distortion Hawgs; “Nord, 
Why?”; “Ah, Drew, you’re not on my list”; 
“No, I don’t have any mail delivered to study 
hall”; Sinoge Crew 3; “I can’t go in, I gotta 
stay in the getaway car”; 1 /something Tiva 
Tour ’88; '/s Homage to Fletch; “So - No one”; 
“The 4-year Latin Plan”; “Seth, what’s our 
English?”; 1/? Dave and the guys, propri- 
etors”; “I’m kinda low on petrol”; “It’s not my 
fault, the road workers took it”; “I don’t think 
he’s been doing much singing with the Taber- 
nacle choir”; “Drew, I bet the statues in the 
back of your house weep when you come ho- 
me”; “Al, get the flag”; '/« Elm Hill Pike Trip; 
“Hello Cleveland”; “How old are you? - 
You’re stupid!”; “Pick up a copy of the pool 
rules!”; “What do we do for fun? - We sling 
mud, throw rocks, and drive around in circles”; 
“Trey, Matt - Want to go sailing?”; “Jim, Jim, 
Jimmy”; “Drew works in them bank hours, 
Robert - 1 know you’re tired of working”; “If 
he gives you any trouble...”; “Yeah, great 
Brian”; “Did you know that I used to teach 
your dad how to play basketball in the snow?”; 
“What’s the student to faculty ratio? Yeah 8 to 
1”; See you MBA” 








James Edward Norris 

Varsity Baseball 3, 4; Varsity Golf 4; J.V. Ba- 
seball 2; J.V. Basketball 3; Sports Editor of 
The Bell 4; Bell Ringer Staff 3; FCA 2-4; Sen- 
ior Class Secretary 4; National Forensics 
League 2; Student Staying Straight 3, 4; 
Honor Roll 1-3; Honorable Mention MBA Sci- 
ence Fair 2, 3; Junior Honor Society 1, 2 

Mr. Surface Area; Jimbo; “Jim can you play 
Stairway to Heaven backwards?’’; “This is the 
News’’; “Stephen, what’s up man?”; “Jay, let’s 
get anchovies at the Sailmaker”; '/2 Baseball in 
Houston’s parking lot team; “Ward, it’s the 
bottom of the ninth, tied 0-0”; Member of Cin- 
cinatti Reds Fan Club; 72 Nebraska Fan Club; 
“I didn’t hit it. It was just standing there”; “Do 
you want to go to Memphis?”; “There’s only so 
much juice in a turnip”; l/?8th period athlet- 
ics; 7^ Off-road golf cart four-wheeling crew; 
Choir Tours - Dallas, Chicago; “There’s the 
bottom line”; “Don’t blame me. I voted for 
Mark”; Member of Amy Grant, Michael W. 
Smith, and Petra Fan Clubs; 7^ Highball 
Team; J.V. Basketball road trips; “Ed, Jim, or 
Dave”; “Everybody be quiet”; Romans 8:31- 
39; Philippians 4:4-7; Isiah 40:31; Thanks 
Mom and Dad 


Jim Norris 





Hunt Nichols 
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Dale Hunt Nichols, Jr. 


Riflery 1-4; Captain 2-4; State Riflery Champion 1987; Seventh and Eighth Grade Foot- 
ball; Eighth Grade Tennis; Golf 1-4; J.V. Track 1, 2; Chem/Phys Award; Secretary of 
Spanish Club; FCA 1-3; Big Red Club 1-4; Outing Club 1-3; Bell Staff 3, 4; National Air 
Guard Rifle Team First in State, Governor’s Award 

'/s Spaghetti Supper Holiday Fireworks Club, Harpeth Hall Division; “O.K. Canyn, I’ll be 
Russia and you be the U.S.”; “Now, I’ll call you Stach!”; '/^ We will be good at Auburn, we 
promise!’’; “Gosh, I hate thrashers!’’; “Of course. I’m your friend Laura; why else would I 
go out with you???’’; “Tommy, I fail to understand the inner meaning of that last record- 
ing’’; “Summer, summer, winter, winter - OK Stoooop!’’; '/< Auburn Weekenders; “Laura, 
did you laugh already?”; “Kathy is married now?”; “Banks, don’t worry, your dad might 
not even see the dent”; “Tom, what did that biker call you? Go get him! We won’t leave 
you, promise!!!”; “A country Boy can survive?”; “What would you say if I told you that I’ve 
killed a man?”; “Boy, it’s spooky in here”; “Semper Fidelis”; “Peace Through Strength”; 
“Cuda, Tell me more about Nashville Tech”; “Lambskins rule!”; “Russell the muscle!”; 
“Jim’s place sounds good to me!”; “Bocephus, who else?”; “Erik, I think that Thrasher 
needs an Attitude Adjustment!”; “Amy, Mary, Carlie - 1 thought you would want to be in 
the annual somewhere!”; “Leonard, don’t ask another question about the test!”; “Let’s 
monitor the situation, then decide!”; “Whacadie, whack! Don’t talk back!”; “Erik, you are 
a true friend. SEALS - good luck and good hunting!”; Thanks - Mom and Dad 






Robert Henry Napier, Jr. 


J.V. Football 2; Varsity Football 3, 4; Track 1; Big Red Club President 4; The Bell Staff; 
The Bell Ringer Staff; Chess Club 3 

Blob, Bobmania, Slob; “Dr. Chops”; Sacred Righteous Tank Brother Brother Groupie; 
1/15 Mr. Caldwell’s function machine Algebra II class; “1 /23 Freshman Football - Junk- 
yard Dogs City Champs - we would have killed Creek if we played”; “Oh yeah, it hurts”; 
“Don’t you love Yoakam?”; “How about Victoria Summers?”; “So what if I don’t know 
my birthday”; “Demetri, you should have been lifting weights”; “Dan, let’s go to the ri- 
ver”; “Worcester, I swear I hit rough waters going around 4”; “Hubert Davis and the Sea- 
soned Travelers”; “Speight, shut up”; “Al, why did you just step through the ceiling?”; 
“Who’s the center?”; “I know. Chuck (Charlotte) was on the phone”; I’m sorry I never 
smile, Charlotte”; “Lindsey, if you ask that question again, you might have to walk”; “We 
have got to go to Sanibel?”; “That’s key”; “Raising heck in the FI 00”; “I love Elvis”; “I 
love my wagon and I love my sideburns”; “I really don’t like Bocephus that much”; “Hey 
Poe, let’s go out in the truck”; “Zip-up boots”; ‘“Maria McKee and Dwight Yoakam - 
what a duet”; “Skiing at 35 off in the river, it’s impossible not to hit that log”; “My name is 
H.I. McDie, but you can call me Hi”; “What do you mean there are bears out here?”; “Bir- 
ney, Montana, population 22;;; “Let’s go to the lake”; “Geordie, you can’t let Cooper beat 
you”; “This is Elvis”; “I love my dog”; “Al, you can’t take this gold cart around this corner 
this fast in reverse”; “Indian Springs”; “Yeah, I drive a $300 car with a $500 stereo”; 
“Wagon by Chevy, sound by Kenwood - Blaupunkt - Pioneer”; Boys of Summer; “Of cour- 
se I have Elvis on compact disc”; “I love my Snapper”; “OK Guys, let’s cope, deal and mo- 
tivate”; “Ok, let’s play trivial pursuit”; “So, who’s gonna go get the longnecks?”; “Yea, I 
am related to everyone in Nashville”; '/s Renegade Ski Team - “Has anyone seen Seth?”; 
Roberts Room Golf; “Born to Ski”; '/^ MBA Ski Team; “Red-neck night in the CJ-5 - Sure 
let’s take the doors off’; “Yeeehaaw”; “You have to appreciate country music to enjoy it”; 
“Boy’s this has been the best 6 years of my like. I only hope that the next 6 will be as enjoy- 
able. Thanks Mom, Dad, Chuck, Bismark and Honey. I love you all.” 





Bob Napier 





Christopher Patrick Moulton 


Big Red Club 1-4; Honorable Mention Physics 
Division MBA Science Fair 1986; National 
Merit Semi-Finalist 

“Moultomeal, Moultz, Mouto - Moulton”; 
“Yes, Well thank you very much for an 
enlightening experience”; “Frightened to 
death by Mrs. Hollins’ mean looks”; “Good 
luck to B.P., Tommy V., Todd, and all the 
other New Age Socialists”; “When are we 
gonna see History of the World?” 




“Her Majesty’s a pretty nice girl. 

But she doesn’t have a lot to say 
Her Majesty’s a pretty nice girl 
But she changes from day to today 
I really want to tell her that I love her a lot 
But first I gotta get a belly full of wine 
Her Majesty’s a pretty nice girl. Someday I’m 
gonna make her mine, oh yeah 
Someday I’m gonna make her mine. 

The Beatles 
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Michael Andrew Morrissey 


i 




Varsity Football 2-4; Varsity Basketball 2-4; Varsity Baseball 1-4; Big Red Club 1-4; Service 
Club 2-4; Chorus 4 

Dance Champion; ‘/z Belle Meade Country Club Night Driving; '/j Math IV 3; The Whistler; 
“Hey Jeff, wonder if they got cuffed”; “Mr. Drake, I don’t do anything at Vanderbilt on Sat- 
urday nights”; “Bill, I think it’s going to blow over”; “Speck where were you at 7 o’clock?”; 
“Yes, Frank, we are getting sun”; '/< Cotton Crew; '/< Candy Cuddle Crew; '/i MBA air at- 
tack; ‘/s Joint pep rally champions; “Alden, they better not pass”; “Pat, you’re like school in 
the summertime: no class”; “It’s time for the Brown Hornet”; “Coach Downey, do you have a 
watch (Hammer of the Year)”; Plotmaster Mo; 1/10 Jennifer (of Days) Fan Club; “Master of 
Days of Our Lives”; “Maplewood 86 - Watch This”; '/s Saturday morning sidelines”; “Beth, 
where’s my dinner?” '/< Belle Meade Boxers; 1/15 Big Bad Bash 83-84; '/a Shark Inventors; 
“Beth, when does the next plane leave for the boondocks”; '/so pre-game Po Folks; '/* “Fly”; 
“Coach Moore, pop that thing on your back”; “Reese, can’t you tell it’s a rest area?”; '/s 5 man 
tremble sledding; “Team, that play on 1”; “Coach Elliott, he wants a quarterback that can 
throw”; “Alden, we are going into the woods, nice knowing you”; '/4 6th period bathroom 
group; “Sterling, what do you say about a day off’; '/< Horseback Riders”; “Worcester, you 
don’t need to study”; '/s Roberts Room Golf; '/4 ’85 Burnt Boys; '/4 Academic All-American 
Secondary; 1/10 Florida Guts Gamblers’; 1/20 Summer Mudslide; “Meat, nice helmet. I 
think it fits”; “Jeff, give me the keys, it’s 3:00 A.M. and I have to practice tomorrow”; '/2 
Spuds McKenzie 7th period band”; “Alden, I think 1 saw a little white speck at the TAU 
game”; '/i Shears Fest; '/t ’86 McDonalds Air Raid; “Shears, shuld I bring it?”; '/i pipe 
burger enthusiast; 1/10 Sounds Box Fanatics; '/6 Boxer Rebellion; Thanks to all my friends, 
coaches, and especially my parents for making MBA so special. 


Mike Morrissey 
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Paul Moffat 


Paul William Gray Moffat 

J.V. Soccer 8th, 1, 2, Captain 2; Varsity Soccer 3, 4; J.V. Cross Country 1-3; Varsity Cheerle- 
ading 4. 

“The Prophet’’; “Paul Momamma”; “We’re not hicks in Hendersonville. ..well, some are. ..al- 
most all are”; “No, Richard, I’m not Italian”; “Bobby, don’t turn around too quickly but look 
at those girls behind us”; “Gilbert, I’m never following you again”; “Bill, you’re such a red- 
neck”; “Yes, Trey, I do know the David Lee Roth routine”; “Chuck, you’re so gross”; “Shhh, 
Leonard, he’s right behind you”;. “Steve, gimme five”; “Bill, are you gonna drive any faster?”; 
“Chuck, you know I’m right”; “Gilbert, let me take your sister to Homecoming”; “Kurt, you 
are WRONG!”; “Chuck, 1 don’t want a new coat”; “Leonard, need a ride?”; “Chuck, what’s 
your best quote?”; “OH MYI”; '/^ Hendersonville seniors; 1 /25 8th period frisbee team; 
Seymour Art Club; 7’ Cas. Conversation Club; 720 nail Chad E.; 72 Hillwood Drama Dept.; 
1/2 “I’m always right”; “77 don’t roll Gootlettesville”; “OH MYI”; “I’m gonna hang on and 
never let go”; “No, I can’t go - I’ll be in Atlanta”; “This is just PHENOMENAL!!!”; “It’s so 
important to realize”; “Let’s assume”; “Oh, that’s sooooooo taaaaaacky”; “NO EVERY- 
ONE, I’M NOT MAD!”; “Do you realize how much 10 lbs. of ice would weigh?”; “Who’s 
going to St. Cecilia today?” “Last one in the hot tub is a rotten egg!” “Here comes Trukman”; 
“We’re from Hillwood H.S. Drama Dept, and we need a lot of styrofoam peanuts for a play - 
No sir 80 cu. ft. is not too much - No sir, I won’t put them in Chad Enders yard”; “OH MY”; 
“Chicken beast!!!”; “Ultimately”; “OH MY”; Thanks Mom and Dad for everything. 








Michael McNally 


Michael Lee McNally, Jr. 


Freshman Football; Freshman Basketball; Freshman Track; Varsity Football 2-4; Varsity 
Track 2-4; P.M. Estes Award Sophomore Year; Service Club 2-4; SADD 3; FCA 1-4; Big Red 
Club 1-4; Soup Kitchen 2-4; Alternate Captain in Football; 3rd Place in Pole Vault in 1987 
State Track Meet; The Bell 3; The Bell Ringer 3, 4 


“The ultimate goal in my life is to kill something bigger than I am”; “The Assassin”; two- 
a-day ping pong matches; '/^ two-a-day gold; Deli-junction; Beating Speight up; “Woody”; 
“Kabob”; BUBBA!; Night court; “I’m not going to go in there, I’ll get killed”; “Yeh, Jeff, sure 
, my mom will let me go”; “Survival gunning”; “Fire extinguishing”; “James Taylor ’87”; 
ROXANNE; “Hilton Head ’ 87 with Jennifer”; July 22; Ole Miss trip ’86; Fort Lauderdale 
’86 on crutches; “The Malemen”; “October 5: October 24-26”; “'/j Cold Turkey”; “Quit sit- 
ting there boys and get down there and help”; “I love to curl”; Agape; “Rowdy basketball 
fans”; “Overton ’84, ’85, ’86, ’87; “Smiley”; “Homecome ’87; “MBA - FRA: “It would be a 
good game”; “Spotlighting deer”; pickin’ cotton’; V* The Conservatory; “The East German 
pose”; “Jeff, my favorite teams are the Twins, N.Y. Giants, and the Lakers”; “The man with 
the brick in Chattagouga”; “Carla and aerobica”; “OU Sooners”; “The Hellion”; “formula 
for bend”; “Now you know how I feel, Jeff’; “He runs a 4.2 40 yd. dash”; “Belle Meade 
Country Club Night Diving; Gallatin attire; Return of Woody; “’groeth”; “Donut Den at 
2:00A.M.”; “Glenda”; '/-• Renegade Ski Trip; “Fishing in the lighting”; “Lock-in with 
Stance”; “Mexico ’87”; '/so Po Folks; “I hate Barney”; “Leather apparel”; “You can run, but 
you can’t hide”; “The man in the hat at the TSU game (Reese’s dad)”; “Sergant Slaughter is 
awesome, Jeff’; “Riding horses at Mo’s farm”; “Shooting innocent little rabbits at football 
practice”; “Fire and picnics in the park”; “Boucher’s ear pains”; “Fun’n Sun with Emma, 
Clearwater ’87”; “The squirrel”; “McFreak”; “Don’t do it D.D., don’t do it”; 360 degrees; 
“Bif and Susan”; “yes my mom throws bottlerockets, rolls houses with me, and supports my 
fire extinguishing habit”; “Tuesday morning group”; “Put Jeff Owen in!”; “1 haven’t had a 
date in a year and a half’; “The Time of My Life”; “No officer, you have an attitude prob- 
lem”; Thanks Cindy, Lynn, Mom, Dad, and Jennifer. 





James Ragland McKnight 

Varsity Golf 1-4; Basketball 1, 2; Service Club 3, 4; Big Red Club 1-4; Math IV medal; Busi- 
ness Staff, the Bell 3, 4; TGA Boys State Golfer of the Year. 

McNoyt, “The Bird” a la Rhoadsy McPipe; “Kaweeebo!”; “Admit it Shears, you’re in Club 
Vandy”; ‘/^ Summer Ocoee Trip; “Satanic Ernie, Bert, and Quebert”; “Mace in your face - 
not fun”; “Rice, get the flag!”; “Like, Dude!”; “They’ve got Tie-Dye!”; '/a Cooking out Steaks 
at Pipe’s; “Look, Rice, The Chair!”; “She’s going to do the Chair”; “Shears, what’s it about 
fire bush?”; “Gillette, I’m so mad - Heaven Lee is a man!”; “Shears, beggars can’t be choos- 
ers”; “Spring Break ’88 in the Caymans”; “Good times will be had by all!”; “Dancin’ the 
Hammer!”; “Green Hornet Ball 3, 4”; “W and L bound”; “Bathroom Football.” 


Jay McNight 







Lyle McDonald 




Barry Lyle McDonald, Jr. 


Wrestling 1; Swimming 2-4; Cheerleading 4; Chess Club 3; Special Events Coordinator, Big 
Red Club 3; Chorus 3, 4. 


'/j Waverunning Warriors; “Dr. Chops’’; “No, Brad, not a shortcut!!!’’; “This is too cool’’; 
“Radical Dude!’’; “Flounder’’; Julio; “Tommy Hayes, you are the epitomy of a bad agent’’; 
Barney for head cheerleader; Guido; “What Trev, only four doughnuts today”; “Brad, can we 
take your car. I’m out of gas”; “This here is so stupid”; “Goldenrod”; “killer blast”; “Jon 
Neergaard, rockin’ the house”; “No, Bill I do not have grey Duckheads”; “Nice hair cut 
Chas”; “Yeeeeeesss”; “So, Mr. Bell, why were you doing 77 in a 65 zone?”; “Tom, the battle- 
mobile would blow away you little Capri”; “Wo-do-de-o, Wo-do-de-o-Do!”; “The fun never 
ends here on the hill”; ex-member of the swim gods; '/j of the great Escapers; “Keep on chillin’, 
just don’t catch cold.” 




Robb Ludwick 


Robert David Ludwick, II 

Privilege List 1-4; Junior Honor Society 2; Cum Laude Society 3, 4; Medals: Chemistry (H), 
French II (H), French III (H), English III (H), Latin II (H), AP Modern History; National 
French Contest 1 (7th place), 2 (3rd place), 3 (11th place); 1st place Physics MBA Science 
Fair 2, 3; Bell Ringer Staff 2-4, Sports Editor 4; FCA 2-4, Secretary 3; Honor Council Secre- 
tary 4; Service Club 3, 4; Chorus 3, 4; French Club President 3; Cross Country 1 ; Football 2, 3; 
Track 2, 3; Swim Team 2, 3, 4, State Meet Qualifer 2-4; Big Red Club 1-4. 

“Luds”; “Ludes”; “Lude”; “Leadfoot”; “Leadfoot Luds”; “Ludeman”; “Wolfgang”; “And 
then Waaa!”; “Was that spectacular at night?”; “Huhr, Huhr, what are you DOING?”; 
“John, let’s skip track today. ..In fact, let’s skip the meet”; “Who cares, John’s got the English 
version”; “Appleby’s!”; “OK, so I drive a huge car”; “I don’t have a problem, officer, I just 
didn’t see it”; “Gimme a faster x with some height”; “Get in. Will! They’re after us!”; “OK, 
Knowles, the chou-chou is always right”; “Hiya Marty”; “No, Kurt, I don’t have any extra 
quarter”; “We can criticize anyone because Bill and I ARE perfect”; “Williams Rocks”; 
“Nice windshield, Kevin”; “The Secret Sharers”; “Slim, you still owe me 2.9 liters”; “Stephen 
- It’s de Freakers...Run for your lives!”; “Will, it’s the first quarter.. .let’s take the jeep”; “Ste- 
ve’s driving”; “Do you have milk? O.K. I’ll have a coke. Is Pepsi all right? No! No!”; “Caaaap- 
tain Luds”; “Oh my! Oh my!”; “Sorry, Kurt. I forgot to tell you there’s a curve”; “He’s shoot- 
ing at us!”; “Norris - He’s probably nice” - DUKE! Stephen - “It’s a very lucrative business”; 
1/3 6th period High Jump Pit acrobatics; Chas - le Petit Prince; U.S.A. Today Stand Rescue 
Team; Caleb - “You boys need some help?”; “Gilbert, you told!”; “This is the Army Recruit- 
ment Office. ..May I speak to Leadfoot”; “Don’t say that again! yoggie, yoggie, yoggie...”; 
“Tommy (cuda) - captains don’t have to practice”; “It’s all for the transcript”; “And if you lis- 
ten very hard, the tune will come to you at last.. .to be a rock.. .and not to roll”; “I will survive”; 
“You can face the heat, dare to beat the system”; “Tawob - OK, you whipped me on the side- 
walk”; “Bek the Babe - Pinkie”; “MBA has been the best; Thanks Mama and Papa for all - 1 
love you. 




John Banks Link, IV 

Microbe Football 7th, 8th, Wrestling 7th, 1 ; Track 1 ; Tennis 1 , 2; Golf 3, 4; Soup Kitchen 1 , 4; 
FCA 4; 7E Class Secretary; Big Red Club 7, 8, 1-4. 

“Hey, I’ve got an idea, let’s visit Auburn!” “J. Isreal, keep in ROCKIN’”; “Oh Park, watch 
out, your glassesssss...!’ “Go Big Red”; “Cuder, how do you like the rewards of a good dart 
game?”; “Jim’s - there in no substitute!!!”; '/< Auburn Weekenders; “We’ll be good at Auburn, 
trust me!”; “Yes Benning, that’s great, now be quiet!”; “Hey guys, did you hear about the 
RUSH concert?” '/^ Laurie “Ohhhhhhh I knowwwwww!”; “Horton Poets: Sure we all like 
Hunt, he’s our friend!”; 1/100 Let’s Lynch Barney Club”; “Just say Maybe”; “Puttin’ on his 
glasses, Kevin says, “Hi, my name is Keving Young!”; “Park, do you think you could unlock 
your door, my hand is still inside!”; “Anyone want to by a camera?”; '/^ Spaghetti Supper Hol- 
iday Fireworks Club - Harpeth Hall Division; “Hey Kevin can we take pictures?”; “Hunt, can 
I borrow your Hydroslide?”; “Let’s just go down to Jim’s!”; “Hey, anybody have any score- 
cards?”; “Kevin, you mean if you lie still, the bear won’t eat you?”; “Russell and Suzie Q, for- 
ever!”; “Silly-boy!”; “Mom, Auburn is not a party school, honest!!”; “Santa-Floyd”; “Teenag- 
ers, tired of being hassled by unreasonable parents? Then now it the time for action!! Leave 
home and pay your own way while you still know everything!!”; “Warn me!!!”; “Aida says, 
Har, Har, Har, etc”; “Hunt, you’re still driving and that’s final!!”; “Eve, I love you more”; 
“Infinity, shut up!”; “Got you!”; “Mom and Dad, thanks for everthing. I love you!” 


Banks Link 







Freshman Football; Freshman Wrestling; Varsity Wrestling 1-3; Big Red Club; Outing Clu 
National Merit Commendee; Soup Kitchen; Madwoman of Chailai; Marne 

“Two weeks, Todd, and then we will know who is the Cradle Master”; “Come on. Coach, let’s 
go surfing!”; “Horseman, where’s your farm at?”; “Yeees, Mr. Bond, I hate computer too! 
“Did you drop this?”; “I’ve got a friend who knows a lot about dogs.. .A man...”;“Hey Julie, 
how’s that whippet!!” “ Whate are you supposed to do if it’s your first day on the beat?”; “I love 
Chemistry labs!” 







Bobby LaBrec 

Robert Edward LaBrec, Jr. 

Annual Business Staff 3, 4; Newspaper Staff 3, 
4; J.V. Soccer 3, 4; Swimming Team 2; Big 
Red Club 1-4; Students Staying Straight 3, 4; 
Soup Kitchen 1-4; Theater 3, 4; 7th in State on 
National Spanish I Exam, 2. 

'/s Chicken Rolling Club; 7’ Casual Conversa- 
tion Group; 1/20 Nail Chad Enders Club; 7^ 
Dangerous Pass on Granny White; 7^ 

Away Crew; 7* History Hide and Seek; 7^ 
Knee Football Team; 1/20 Surviving Leon- 
dard’s Driving; 1/1 Owner of the Lizard; 7^ 
Do Nothing in Goodlettsville; “Shhh! Leonard, 
he’s right behind you!”; “Chuck, what’s your 
best quote”; “That can’t be your dad behind 
us”; “Fast Eddie, Beat it!”; “Raaaaaaaawk”; 
“Have you seen the Poseidon Adventure?”; Tf 
your cold, get a coat”; “Bill, you can come to 
the house tomorrow - no wait”; “I’ll find a seat. 
Crow Lady”; “Steve, let’s get the average 
speed to 75”; “I can use one, but 1 prefer 
three”; “You need to shave”; “Chasmania”; 
“Dippity -Doo”; “Edward, what’s her name?”; 
“Bill, are you SURE this is the right house?”’ 
“My elbows do touch”; “Paul, who’s in Atlan- 
ta?”; “That’ll be $1.20 - no wait, a $1.55 - no 
...”; “Chuck is always right”; “Leonard, get off 
the phone”; “Chops, those are getting busy. 
Where’s rubber ankles?” “What flavor is best? 
- Banana?”; “Spiffy outfit. Going to Bel- 
mont?”; “No Thanks, Leonard, I’ll ride with 
somebody else.”; “Do a high-flyer”; “You 
don’t know who so and so is?”; “I had the time 
of my life”; “Let’s have a party”; “Steve, I’m 
glad you found your ring”; “That’s so 
taaaaacky”; “It’s self explanatory”; “I can’t 
see”; “Watch out Leonard, there’s a hundred 
foot drop behind you”; “With or without you”; 
“I’ll give you five, Steve”; “If I don’t hold her 
she might get out”; “For the last time. Bill, I 
don’t wear Musk!”; “Steve, let’s go to Florida”; 
“Leonard, don’t ever go to that Subway in 
North Carolina again”; Thanks Mom and 
Dad. 81 




Jay Knowles 



Jay Christopher Knowles 

Cross Country 1-4, Captain 4; Freshman Track 1; Varsity Track 2-4; Winter Track 1-3; Bell 
Ringer 2-4, Sports Editor 3, Co-Editor-in-Chief 4; Totomoi 3, 4; Honorable Mention Science 
Fair 2, Archives Contributor 2-4; Headmaster’s Long Range Planning Committee 2; History 
Silver Medal Olympic Decathalon 3; Annual Contributor 4; 2nd Place Archives Poetry Award 
3; 4th Midstate Track Championship Mile 1;1 Big Red Club 1-4; National Merit Finalist 4. 
Distortion Hawgs - 4; “Nice Speech, Zibas”; “Let’s spend the night driving around aimlessly 

listening to Dire Straits”; “No, Drew, we’re not going to start this one with a drum solo also”; 
“Hey, Doc, protractors make great frisbees”; “Hey Gooch, what’s your excuse for this race?”; 
“Have you gotten the CD of the new Darryl Hall album yet, Tom?”; “President - Renegade 
Drivers of America 2-4”; “Nord, this is Old Hickory Blvd, not Old Hillsboro Road, and we’re 
in Antioch, not Franklin”; “Um, no officer, but we do have some Rax Roast Beef’; “Athens 
GA - where not say - Zeeplin”; “Tommy, be quiet”; “Is Ellington open tonight?”; “Let’s go to 
Freddie’s house. Will”; “Atkins, Knopfler, Knowles, Metheny, Carlton, Paul”; “Sorry Ben, I 
didn’t mean to play that non-pentatonic note during my solo”; “Andy, you’d probably notice 
some improvement is you tried practicing now and then”; “You are the quarterback and clean- 
liness is your noseguard”; 1/8 Lexington Cruisers; '/j Rax Roast Beef Club; 72 “No more 
Stabs, Tom” Club; 72 Seniors surrounded by Freshmen in speech club; “Yes, Robert, you do 
need to study more than just the old multiple choice in order to pass the History final”; “Wes- 
leyan University, not Ohio Wesleyan, not Florida Wesleyan, not Kentucky Wesleyan - Wes- 
leyan University - it’s in Connecticut - yes it’s a good school”; “No, I don’t know any R.E.M., 
and I can’t finger-tap - and I’m proud of it”; “Run for Fun Club 74 ; 1/15 Early Decision Club; 
Various and Sundry Mr. Pruitt and Mr. Drake type quotes; “I beat Steve Zibas in a Cross 
Country Meet in 8th grade”; Co-Chairman of the board - Cross Country Fan Club; “There’s 
no way out of Camp Boswell after 7 P.M.”; “I don’t care if it is an all Zepplin hour, Zibas, turn 
that down”; “Have a seat, Chad”; “We won’t know for years now whether it was worth it, but 
standing from here. I’d say maybe. 








Patrick E. Keeble 


Patrick Keeble 


Football 1; Track 1; Big Red Club, 1, 3, 4; 
Chess Club 3, 4, Vice-President 4; Golf 4; 
Newspaper 3, 4; Yearbook 3. 


Kaweebo; 1 /23 Junk Yard Dogs; '/j Auburn - 
Florida weekend; 72 Summer Painting Crew; 
,/- Cayman’s Crew; '/* We Attend MBA crew; 
“Yes we have to listen to the Dead”; “Are you 
sure MBA requires four years of English?” 
“Pipe”; “Demetri and Patrick Roberts”; “Bob 
and Jim”; “You gotta COPE, DEAL, and 
MOTIVATE”;! “moulta-Mesl”; “Chariot”; 
“How do you feel, Steve?” “Brannan, PULL 
OVER!”; “Loan me some money”; “Mr. 
Womack, isn’t that PHENOMENAL?”; “Al, 
where’s the Quebert mask?”; “Candlebu- 
ry...it’s in Connecticut”; “I wrecked that 
Honda, it was my Mom’s”; “Let’s go to 
McCAbe”; “Jim, I’ll call you right back”; 
“McNally, isn’t spear fishing illegal?”; “Fos- 
ters”; “Al, are you still in the shower?”; “Aus- 
tralia”; “Doc Adams”; “Centerfield bleachers 
^ at the Sounds game”; “He’s not dead, just in a 

,, coma”; “I’m playing the grand-Pooba in chess 

. j. ^oday”; “They are dancing bears”; “Farewell 

to you old southern skies. I’m on my way.” 
: _ “Thanks to Mr. Drake, Mr. Womack and my 
family.” 

^ “Sometimes you can get shown the light, in the 

strangest of places if you look at it right”; “Jay, 
Mike, Al, and Drew; ‘You did not desert me - 
my brothers in arms’” 






Steve Jobe 


Robert Stephen Jobe 

Cross Country 2-4; Track 1-4; Winter 
2-4; Sports Editor, The Bell Ringer 3, 4; 
Honor Council 1-4, President 4; Privi- 
lege List 1 -4; Yale Book Award 3; Toto- 
moe 3, 4; Cun Laude 3, 4; Junior Honor 
Society 2; National French Contest 1-3. 

Sophomore Pumpkin Crew; '/^ 

Roast Beef Club; “Urn, no officer, but 
we’ve got some Rax Roast Beef here”; 
“Officer, are you saying that the alpha- 
bet doesn’t end with P??”; “Will, I 
know that it’s all or nothing”; “Will, 
without clothes, 40 degrees sure is 
cold!”; “Care for some Jay, Lude- 
man?”; “Tommy, stop talking so 
loud!”; “We looked in the mirror and 
what did we see, flashing blue lights, 
Metro P.D.”; “‘Don Juan asks no ques- 
tions”; “Brannan, you better pull over 
right now”; “Will, Knowles is curled up 
on the floor and won’t move”; “Know- 
les, get out of the middle of the road. 
There’s a car coming.” “Penuel, why 
are you such an anti-feminist?”; “By 
the way Brannan, your axle is buried 
under one foot of mud”; “Officer, we’re 
just looking for Lynwood Blvd.”; 
“What, wrong hole?”; “Brannan, why 
are there footprints of ashes leading to 
our door?” “Will, is Freddie out of town 
tonight?” 
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Robert Coleman Jack 


Golf 2, 3; Big Red Club 1-4 

“Terri, you are the best thing that ever happened to me. I love you”: 


“Eagle Project? Yea, I,m still working on it”; “Miss Marti, it can’t be a pop quiz ’cause 
you just told us about it.” “Banks, think Miss Marti will take us for a ride in her Stude- 
baker’?”; “Banks, get Miss Marti to kick you out just one more time”; “Yes, Columbia has 
both electricity and running water”; Banks, you got any score cards left?”; “What’s this 
about Hunt on a horse?” “It must be fast Park, it has 16 valves”; “Sure, we all like Hunt”; 
“Tommy, I got a ticket and you owe me $ 1 7.50”; “Spanish Club Sergeant-at-Arms”; “You 
mean I turned it in and we didn’t play?”; “Hey guys, hear about the Rush concert?” '/j 
Laurie Horton poets; “Laura’s finally out of trouble and no she was never sent to a con- 
vent”; “Show Bid’ness”; “Kevin, you mean if we lie still the bears won’t bother us?”; 
“Kevin, you ought to go into business”; “Steve, What’s up man?”; 7th period Buga Man; 
“No Kevin, it’s not a girl, it’s an old man”; “75 yard peel, huh Try?” '/^ Blue Springs Road 
Crew; “No, I don’t live on a farm or drive a tractor”; “Uh oh, Wesley’s mom is out of town 
again”; “Hey man, let’s camp out”; “Kevin, how does the lake taste?”; 1 /? Death to Bar- 
ney Club; “You think Auburn’s fun, you ought to see Columbia State”; “I will listen to 
Pink Floyd whenever I want. Got it?”; “Rock and Roll Forever.” 


For long you live and high you fly 
And smiles you’ll give and tears you’ll cry 
All you touch and all you see 
Is all your life will ever be - Pink Floyd 


Robert Jack 



John Israel 


John Kenneth Israel 


Basketball Manager 1, 4; Varsity Wrest- 
ling Manager 2, 3, 4; Football Manager 3, 
4; Big Red Club 1-4; Service Club 3, 4, Se- 
cretary 4; Second Place Middle Tennessee 
Science Fair, Botany 1985, Biochemistry 
1987; Library Assistant 4; Vice-President 
Marketing, Vice-President Finance Junior 
Achievement 1; Students Staying Straight 
4. 

“‘Do you think this is funny?’.. .No Sir! No 
Sir!’. ..Well, 1 do’”; 1/10 Government Tri- 
vial Pursuit; Clearwater ’88 (Finally); '/^ 
Bennett Buddy; “John, drag the field fuh 
me. ..NEATLY”; “John, you’re a good 
man. ..they’re all good kids”; “Where is 
Concordia College?”; “Are you really 
going to Minnesota?”; Thanks Mom and 
Dad for the last 18 years and for the next 
80 4-. THANKS! 

Friends are friends forever 
If the Lord’s the Lord of them 
And a friend will not say “never” 

Cause the welcome will not end 
Though it’s hard to let you go. 

In the Father’s hands we know 
That a lifetime’s not too long 
to live as Friends. 

No, a lifetime’s not too long 
To live as Friends. 

Deborah D. Smith 
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William G. Hitt 

Annual Photographer 2-4; Soup Kitchen; Newspaper Photographer 1-4; 
Science Club 3, 4; Big Red Club 1-4; Young Life; Cheerleader 3, 4; Co-Captian 
4; National Spanish Exam (I, II); 8th in state (1,2); Outing Club 3; Newspaper 
Writer 2-4; Annual Writer 4. 

Cheerleader Co-Captian Who Thought He Was Captian; Adventure Inc. 
Group Leader; “Gar’ll show ya’ll the cave’’; “Is the road clear? Yes, except for 
that diesel spewing forth flames with the driver hanging onto the back dragging 
his feet’’; STONE DOOR COON HUNTERS ASSOCIATION; “I caged the 
big dog!!”; “The basic premise that I’m proposing is that...”; “Wolly, where do 
you gather the coordination to drive a stick shift?”; “The Hammer”; TRANS- 
FORMERS; “I’ll break you like a twig!”; “And he draws the foul!”; “C’mon 
Lyle, surely you can lift her over your head, she only weighs ninety pounds”; 
1/10 Surviving Leonard’s Driving; “Paaaaaark”; 1/20 Nail Chad Enders; 
“Wall-Eye”; “Yes, we do get Channel 4 in Goodlettsville”; Founder of 
“Raawk”; '/^ Gas Conversation Club; 86-88 Fun Bunch; “These are my broth- 
ers, Ireland and Idaho”; “Fish”; '/^ Late Night Driving to Bell Witch Cave; 
“Steve, I win by skill not speed”; “Yes Chuck, Reno did try to bite me through 
the screen door”; “Now Paul, next time you call me a redneck, remember that 
nice guy from Hillsboro”; “Hittman”; “Rt.”; “THERE IS NO CAUSE FOR 
NOT BEING WHAT YOU ARE”; “Yes, I’m wearing my lucky socks”; “Fri- 
gidaire”; “So what if it’s been on the floor”; “So Chuck, what’s our favorite 
quote?”; “Hey everybody, look at Tim’s moustache”; '/z Zinger and Lemonade 
Breakfast; “1 loathe the bus”; '/s History Room Hide’n Seek; “1 live to cheer- 
lead”; “That’s one nice Camaro”; “You’re one of my six best friends”; Orgina- 
tor of Construction Language; “Who wants to go to St. Cecilia?”; “William, 
you make me laugh”; ^ji Generic Family Song; ‘/^ Nocturnal McDonalds Run; 
“1 love the immortal Bard”; “Hey, Steve, this really is a good place for a 
Bredesen”; '/^ Original Bredesen Sign Crew; “It’s Skid Roper and Mojo 
Nixon”; “I hate cats”; “Honestly Dan, there is no Park Avenue”; '/z Knee Foot- 
ball; Thanks to Everyone. 


Bill Hitt 




Jim Hippe 


James Hill Hippe 


Big Red Club 1-4; Freshman Track 1; Chess 
Club 3, 4; Photography Club 32; Newspaper 
Staff 3, 4; Annual Staff 4; Service Club 4; 
Spanish Club 3. 

“No, I’m not Rusty Hippe’s brother!’’; 
“There’s three cars here and one of them is Mr. 
Drake’s?... See you Dave’’; “Official president 
of the Dodge Dart Fan Club’’; “Pumpkins on 
top of cars - a Rice Family tradition’’; “Yes, we 
go to how can you tell?’’; “Keeble, 

you’ve just got to cope, motivate, deal’’; “Oh, 
that pesky Seth!’’; “Drew, are you sure the 
Whiskey Priest was killed?’’; “My one wish? - 
to teach the Class of ’88 to sing in perfect har- 
mony.’’ “1 vow never to serve yogurt again’’; 
“Ben, that’s stupid. Where’s Drew?’’; “A firm 
believer that missing athletics to take a nap 
promotes individualism and leadership’’; 
“Festers Hagan, the Wonder Dog’’; “Robbie, 
yea, yea, yea, just sit down and shut up’’; “I 
still do not see the relationship between Monti- 
cello and our future college decisions’’; “She 
dared to call my handwriting ’chicken scratch’- 
’’; “People ask, ‘Jim, what has been your key to 
success?’ 1 respond with a slight grin, ’organi- 
zation, my child, organization’’’; “Mr. Regen, I 
guess you don’t understand - it’s 7th period, it’s 
Math V, it’s Friday, and we’re seniors’’; 
“Rowdiest fan of the ’87 football season (sorry 
Ben and Jay)’’; “Edgar - Hey Buddy, nice 
chain!’’; “No Geordie, I’m the best goalie’’; 
“Hey Chicken Beast, can we take the Camaro 
out agian?’’ “I’m not that sarcastic!’’; '/’ No 
Date Club; ‘/^ Big Shotgun Blast; Renegade 
Swim Team. 
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Charles Hewgley 

Charles W. Hewgley, IV 

Varsity Football Manager 3,4; Varsity Soccer 
Manager 2,3,4; Service Club 4; BELL Copy 
Editor 3,4; Junior Honor Society 2; Cum 
Laude 3,4 

Assistant Athletic Events Co-Ordinator 2; Re- 
jected from MIT 4 (They don’t know what 
they’re missing); Owner of the Fury 3,4 (The 
Mean, Green, Rammin’ Machine: 3 victims to 
date); 1/3 Zam Field Painting Crew; “Go 
ahead, Geordie, take out your frustrations on 
the paint sprayer"; l/IO of the’Ed Buenodoes 
Boston’ College Trip; “They know how to party 
at Harvard, don’t they, Ed?”; 1/2 of the 
Speech-Room pugilists; “I don’t know what I 
was thinking, Geordie”; “Speaker of the great- 
est Physics Room cut-down ever — too bad I 
don’t remember what I said”; “President of the 
Sleepless-Nights Theme-Writing Club”; “In- 
spiration comes only after midnight”; “Owner 
of more nicknames than anyone in the conti- 
nental U.S. — Thanks Geordie and A1 Rice for 
most of the bad ones”; “Victim of Terror from 
Ernie and Q*Bert — I’m gonna roll your house 
at Sugartree for that, Al”; “Roommate of Ben 
Tate in Purgatory”; “Prince of Darkness sent 
to destroy the earth and everything living on it 
— I’ll get around to starting on that sooner or 
later: My first victim will be Brooks Smith”; 
Most Popular (I stuffed the ballot box); Win- 
ner, 5th District Congressional Race (My con- 
stituents stuffed the ballot box). “Hey, Dave, 
take a 12:30 appointment and we’ll go to 
B.A.’s.”; “Fred and Floyd in a red pick-up” 


) 





Arthur Henderson 


Arthur Henderson 

Spain ’87; Italy ’86; '/‘ Belle Meade Rolling 
Squad; “Aubrey, you’ve got to cut yourself some 
slack’’; “Trey, I think there is something living in 
your truck’’; “Yes, it’s true. I rolled the Mathews 
13 straight days’’; “12th and Porter’’; “Primos’’; 
“Bobby’s’’; “Sethabrate’’; “No, that’s not a real 
gun in my car’’; “Yes, Gilbert, 1 am going to pull 
that stop sign tonight’’; “The King’’; “Stiletto’’; 
“Yes, Reese, I was at the game. I was just incogni- 
to’’; “Well, that’s just great. It figures that we 
would blow a tire in the middle of nowhere without 
a spare. It’s obvious that some higher power has a 
special mission to make my life chaotic’’; '/j Senior 
Westside Workout Team; “Buckeye’’; “Man, that 
volleyball game was the biggest tension breaker 
I’ve ever been through. I feel as if I have been 
through a catharsis’’; “Aubrey, there is something 
seriously wrong with this car’’; “What’s the guy 
thinking? I just hit him from behind and he took 
off’; “Mrs. Napier, I promise you I’m not going to 
apply to anymore colleges’’; “I can’t seem to figure 
out this senior slide business. Is it a state of 
mind?’’; “Archer, it’s the same old story: you just 
met her a few minutes ago and you’re going to get 
married?’’; '/j Backyard Swimming Pool Cleanup 
Crew; Thanks to everyone, especially my parents, 
who helped me make it through these four years on 
the Hill. 






Tommy Hayes 

Thomas Michael Hayes, 11 

2nd Place Zoology, M.B.A. Science Fair 1; 3rd 
Place Microbiology, M.B.A. Science Fair 2; 
Freshman Football; J.V. Baseball 1, 2; Swim- 
ming 2, 3 (State Meet Qualifier 2, 3); Riflery 
2; Golf 3; Students Staying Straight 3. 

“Have you paid your dues Barracuda? The 
check’s in the mail buddy’’; “Who did I meet at 
the Riverdale football game?’’; “Where’s Sani- 
bel, Tutt?’’; “Hey Steven, have you ever eaten 
peanut butter?’’; “Yeah, I do think the South 
will rise again’’; “Southern Gents rule!’’; “I 
can’t believe I’m gonna jump into that ice 
water and swim again’’; “Too dadgum easy!’’l 
“FLOUNDER’’; “What, we have a test to- 
day?”; “No, I won’t party when I visit Auburn. 
Trust me Tutt”; “Death before dishonor”; 
“Cuda Patrol”; “Eight-point bucks are easy to 
hit at a half mile, aren’t they Tutt?”; “Jim’s 
place has an Awesome dart game”; “SAT co. 
and a hot summer’s day go hand in hand”; 
“Hey, let’s go horwing”; '/< Auburn weeken- 
ders; “Hunt, Banks, Kevin - where were you 
when 1 took a swing at the biker?”; “St. Crois 
Virgin Is. - beach, tan, rahstas, scuba diving; 
“You Lunatic”; “Awesome”; “Are you ser- 
ious?”; “We are two wild and crazy guys”; 
“It’s all in the reflexes”; “What?”; “You stole 
the wrong test!”; “Road trip”; “Hey, kid, face 
it, you messed up - you trusted us”; “Work- 
shed”; “This Ming is a psycho”; “C’mon let’s 
do it”; “And I don’t have something in my 
eye”; “You!”; “Rolling Stones bring back 
party memories dude”; “Home by the Sea”; 
“Let’s go wask the boat and ride some Jet skis 
Carrye and Jenn!”; “Wasn’t that a good kick 
Trey?”; “O.K. Thor grants you three wishes 
for killing the pilgrims”; “Oh yeah, who’s got 
the last laugh now?”; “Well excuse me - Born 
to be WIIILLDD!!!!” 
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Brian Hassler 



Brian Thomas Hassler 


Spanish I, II, III medals; Boy’s State Representative 1987; Ancient and Medieval History 
Medal; Rifle Team 3, 4; Hockey Team 2, 3; Debate Team 1, 2 


“Shurikens are ineffective weapons”; “It was a faulty test tube!”; “Jdos colas!”; “Unknown 
sniper”; 7’ Looooost in Spain; Thank God for McDonalds’ “Chuck off!” “But I just looked 
there two seconds ago and it wasn’t there”; “I was not asleep!” 





Aubrey Biggs Harwell, III 


Freshman Football; Photography Club 3; French Club 3; Big Red Club 1-4; FCA 1-4; Soup 
Kitchen 1-4; Annual Business Staff 3, 4; Newspaper Staff 3, 4. 

Yert, Biggs, Brey, Aubs; '/^ Sunday Bloody Sunday; '/^ Taco Company Summer Bums; 
“Home by the Sea”; “I love the Cayman Islands!”; ^ ji New York M.B. A. /Lipscomb Contin- 
gent”; “Yes, Daddy will put money in my checking account”; “Stephen, can you help me on 
this Calculus problem?”; “Cuda, did you work out again?” “Hunt, you’re dating who?” “Yo 
Baby”; “I agree. Chuck always thinks he’s right”; “Yes, I’m applying to Yale; No, I don’t 
think I’ll get in - but if I do get in, I will go”; “Brooks Brothers rules”; “Warreck, she is god lo- 
okin’’; “I know, Chris is almost my height”; “Braxton, we’ll get them next year”; “Berry, we 
will prevail”; “Sure Steve, ask her out”; “Ginger, are we lost?”; “Phil who?”; “Dunham, 
what’s up?”; “Israel, keep on rockin’”; “Zil, don’t rag on me”; “Sure, I’ll help you on your ex- 
am”; “Sure Trey, I’ll be more than happy to help you!”; “Arthur, do you think Poe will get us 
in trouble?”; '/z Subway Lunch Club; “I don’t know what’s going to happen when we go to col- 
lege”; “Thanks Dad and Chris for everything, especially your support - I love you!” 




Trey Harwell 




James Douglas Harwell 
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Freshman Basketball (15-2, City Champs); J.V. Basketball; J.V. Basketball 2, 3; J.V. Cross- 
Country 3; Varsity Baseball 2-4; Bell Ringer 1-4; Youth Banner 3, 4; FCA 2-4; Service Club 
2-4. 

Douglas McFerrin, Douglas, Dugee Mac, My; JUam, WMBA 3, 4; “Jim, Jerry Baker, from 
Mr. Gatti’s the telecast is called off, the sound didn’t work, your tape is terrible, you are 
fired...”; “If you’re on the Headmasters List, you can’t go to lunch, but you can go to breakfast 
first period or even brunch forth or fifth”; “No, actually, he was up on the stereo speaker, 
swingin’ his shirt around. His glasses were crooked, he was sweating...”; “I’m not running a 
kindergarten, I’m not gonna go out and pull you off the monkey bars”; “WMBA tonight, 10:30 
at the Donut Den”; “Quit shining the cue-beam in the driver’s eyes”; “The only evidence is a 
hole in the retina”; “Let the capitalistic empire reign, suppress the poor”; “It all boils down to 
this - public misinformation”; “The only good Russian is a dead one”; “Holcomb for Congress, 
Robertson for President, Ollie for God”; “You bluntly stated a mistruth”; “7:53, Vince Street, 
be there”; “6:30, Taco Bell, be there”; ‘Ward, goin’ tonight?”; “Jim, your mom is the best 
cook. Those yangas were awesome”; “JV 86-87; Road Trips”; “The 18-wheeler”; “Alright, 
everybody know how to get there?”; “Okay, then just follow me”; “Yes.. .a feeble-minded 
young man would have fallen for it”; “I can’t let you in. It’s against the law! So why did you let 
me in”; “I’m 17!!! Right here (Kurt’s driver license show)”; “Hersey, so be it but it’s still the 
Truth”; “They threw you in and told you the rules and the first time they caught you off base 
they killed you”; “Liberals must die!”; “Politics is perception, not reality”; '/j Truk’s Pea Pod 
wrecking crew; '/^ Castlewood area city public works blockage crews; '/•» ^988 Male Domi- 
nance Lighting Crew; '/-• McCabe north 9 wrecking crew; U2 Concert; “World Peace Plan and 
Morality Coming Soon.” 






Wendell Harmer 


Wendell Dudley Harmer 


Varsity Football 2-4; J.V. Football 2, 3; Fresh- 
man Football 1; Bell Business Staff 3; Bell 
Ringer Business Staff 3; Big Red Club 1-4; 
Chess Club 3. 

Dulla, Duda, Dude, Doodle, Dooley, Duck, 
Dulla Bird, Burt, Uli John Duli, Helmet; 
Can you believe.. .2, 3, 4; “A little something I 
call HEART”; “Lummox”; “Work hard 
now. ..no rest for the weary”; “Man, 1 can’t 
wait for GRADUATION”; '/j Cheatham 
Fishing Club; “Y’all, 1 really think my car has 
been stolen”; '/“ Jackson McDonalds Parking 
Lot Hoodlams; “Marc, those boots look gre- 
at!!!”; “MIKE. ..Ah, 1 mean. Ah... Mike Poe”; 
“Jeff, 1 love your new car!”; '/^ Pole Position; 
1/24 Junkyard Dogs; “Just come to my 
house”; “I’m sorry”; “Randall Peach”; 
“THREE SIXTY”; “What goes around comes 
around”; “Hubris”; “Man, are you tired”; 1/1 
Unleash the fury; “Hey Bill, that is kinda your 
name. Bill”; '/s Boys of Summer; '/so Po Folks 
Prescrimmage; “Ya’ll get up in the stands and 
yell scrapper or something”; “Houghland fish 
fest 86 and 87”; “Smokey”; 1/3000 Vol Jam 
’86; “There are my cals right here man!!”; 
“Now tell me son, do you know anything about 
Cookeville?”; ‘/s Board Meeting member; 
“Wrige BIG”; “'/j Halloween Espionage and 
Recon; “Snow Fest ’87”; '/s Cheatham Fishing 
Team; “Now I’m an Independent Trucker and 
like I said, I gotta get my rig out to Smyrna!”; 
“Hey, why is the BMCC pool empty?”; 
Thanks. 




Charles Leo Hailey, II 


Big Red Club 1-4; Busines Editor of Bell Ringer 3; Bell Ringer Staff 2, 3; Bell Staff 3, 
Editor-in-Chief, Bell 4; Biology (H) Medal 1, English (H) medal 1, Latin II (H) medal 
1, Art History (AP) medal 3; Honor Roll 1-4; Honorable Mention in Microbiology 1, 
2nd in Biochemistry, 1st in Physics 3, 1st in Earth Science (8th), MBA Science Fair; 
French Contest, 6th in State 1, 4th in State and 7th in Southeast Region 2; 7th in State 
3; Commended Student (PSAT) 4; Junior Honor Society 1; French Club Vice-Presi- 
dent 3; Search 93, 98 (Leader), 104 (Co-Director); Deanery and Diocese Youth Repre- 
sentative 4; “I Care Award” 3; Youth Commission 1-4; Parish Council 3-4. 

Charles, Chas, Charlie, Chariot, Charlode, Charlodestone, Chuck, Chuckie, Chuckles, 
Chuckle, Chip, Chilly, Hailey, Hail, Comet; “Steve, my pal - yo! don’t even do it!”; 
“She’s bigger and deffer”; “Battle-ball in tuxedoes”; “Rob, my car’s louder and you’re 
the secretary”; '/^ Midnight baseball in Houston parking lot”; “The man has no neck”; 
“Steve, baby - let’s go to the gameroom”; “Rebecca, was that a ’B’ or an ’F’?”; “the 
Dalai Lama”; 6th period Caddyshack recital club; “Monte, meet me halfway...”; Dom- 
inique Wilkins; C. O. Tom Gutow; “It’s been just phenomenal. Thanks Mom and 
Dad.” 


Charlie Hailey 


It’s been such a long time 
I think I should be going 
But time doesn’t wait for me 
It keeps on rolling 


Sail on. ..on a distant highway 

I got to keep chasing a dream 

I’ve got to be on my way 

And there’s something I Just have to say... 





Thomas Kenneth Gutow 


J.V. Soccer 1; Varsity Soccer 2-4; Assistant Photography Editor of the Bell 3; Co-Photo- 
graphy Editor of Bell 4; Big Red Club 1-4; Debate 1, 2, 4; Microbe Soccer 


Microbe Soccer Assistant Type Coach 2-4; No Academic Awards Club '/’z; Late Labs 
Club '/z; “Yes, I broke my neck in 8th grade”; “Yes, I lost my pants”; '/a 3rd Period Eating 
Crew; “What a party!?!”; “Ted, Josep, Alex, Bill, Matt, et al”; “Where’s the sun, hunh?”; 
“Kenyon, Sewanee, Wooster, Kenyon, Sewanee, Wooster, Kenyor...”; “There is a foun- 
tain...”; “Colorado, Spring ’87”; “Goot, Gutaaw, Gootoe, GT”; “Don’t tell me what I don’t 
want to hear”; “I like Showers”; “Here comes the sun...”; “Sunrise crew - summer ’87”; 
“Yea, I love to cook, so what”; “...that was not made by the hands of men”; “Paul, it’s 4:00 
in the morning. Why do you want to go swimming?”’ “Lab, what lab?”; “Hey, I like my 
eighth grade pictures!”; “A Harpeth Hall girl, nah!”; “There is a town in north Ontario...”; 
“Neil Young.”; “Don’t worry. Doc, I’ll get it done tomorrow”; “Ann Arbor, Michigan. Ap- 
ril”; “It’s not my fault the radio doesn’t work; I tried to fix it”; “Who? Me go to MBA?”; 
“New Year’s Eve ’86”; “Captiva, here we come”; “Scot market”; “Ya’ll knock it off back 
there”; “I wish I could grow chops like that. Wow!”; “Hayo-Went-Ha (ha, ha, ha)”; “Do 
this Fletch”; “That’s art”; “So, that’s what a bow looks like”; “Right, Rogers”; “How did 
the tape get in there like that?”; “I thought I was dead”; “The Beatles”; “Beowulf, what a 
cat”; “What’s the matter with these pancakes?”; “Nature is a thing”; “Backwards do- 
nuts”; “I thought we were gonna die”; “That’s the way, ride on top of the car, Braxton”; 
“With these three notes and the truth, we could change the world”; “Friends are what it’s 
about. Thanks to all my friends. I will always have fond memories of ya’ll and remember ’If 
you can’t say it, you can’t do it’”; Thank you very much Mom and Dad for the best years of 
my life. I love you. Thanks Coach Lanier and MBA for six, and for the most part, great 
years. 


Tom Gutovi' 











Kurt Gilliland 


Kurt Ogden Gilliland 

Varsity Football 2-4; Varsity Track 2-4; Freshman Football; Freshman Track; BELL RING- 
ER: Co-Editor-in-Chief 4, Business Editor 3, Staff 2; FCA 2-4; Service Club 4; Big Red Club 
1 -4; French Club 3; Annual Staff 2,4; Junior Honor Society 1 ,2; National Forensics League 2; 
Totomoi. 

The Trukman; Trukee Ogden; Oggie; Kurtis; Turk; Koit; “Yes, I am the Trukman, Ben!”; 
“Where’s Leadfoot? Leadfoot Luds?”; 1 /4 offroad golf cart 4-wheeling crew (right. Ward?); 
1 / 1 0 MBA Ultimate Grisbee Team; 1 /20 8th period athletics; “The Wardman drank all the 
Gatoradel”; “Hey! Man! Charlie’s blowin’ it off!”; “Luds, you are a rebel, that’s all there is to 
it!”; “I simply got psyched out when the ball was moved up to the 1 yard line after the pen- 
alty!”; “Ben, let’s do some slam tackling drills to warm up before football practice”; “That’s 
‘Kurt music’ if I ever heard it”; “Paul, you were wrong! Are you mad?”; “Luds, come on and 
edit. It’ll look good on your transcript”; “Knowles, your generalities are always right! You’re 
such a chou chou!”; “Steve, the belly laugh threw my back out”; 1/2 Hillwood Drama Club 
(Paul is the other halQ; “Yes sir, we’re with the Hillwood Drama Club and need 2 bags of 
styrofoam peanuts to simulate snow. No, I don’t think 80 cubic feet is too much. No sir, I have 
not thought of putting them in Chad Enders’ yard!”; “Ward, just because Will said the green 
was clear, it doesn’t mean that you have to hit the darn golf ball!”; “Yes, I did write all those 
fake Valentines!”; “Sweet Will, where’s our buddy B. B. Brax? And then waaahh!”; 1/2 
Cromwell Roller Coaster Fan Club; 1/6 Operation Arthur Rolling Squad; 1/3 USA Today 
Stand Rescue Team; “Stephen, this ain’t no candy store!”; “My, this is great!”; “Well, Jim, I 
guess the college women don’t like us”; “The Green Hornets rule!”; “Luds, put that down. 
Anyway shoplifting is illegal”; “Calm down, Jobe. Please don’t throw the computer out the 
window!”; “Ward, savor golf. Enjoy it”; “Will, have you called Big C yet?”’ “Please don’t 
body slam me, Gilbert!”; “Look, either you listen to my music or you don’t ride in my car!”; 
“Look everybody, it’s our friend Marty! Hi ya Marty!”; “J. A. rock(s), right Robb?”; “Steve 
Smith, are you bringing up church basketball again?”; “Stephen, we’re real men, aren’t we?”; 
“Gilbert, do you mind if I call you Naylor? You look like a Naylor in that jeep”; “Winky, it’s 
Christmas time!”; “I live for church basketball!”; “Jay, the tank is the best car that ever li- 
ved!”; A six-year veteran of the “Hill”, but it was really worth it. 




George Nield Gillett, III 

Freshman Football; Varsity Football 3; Varsity Football Manager 3,4; Hockey 2,4; Big Red 
Club 1-4; Chess Club 4; Business Staff of Annual 3,4; Business Staff of Paper 3,4; Annual 
Staff 3,4; Paper Staff 3,4; Photography staff of Annual 4; Photography Staff of Paper 4; Lay- 
out Staff for Annual 4; Layout Staff for Paper 4. 

1 /4 Tank Brothers; Gar fishing plans but never following through, I am the master at high al- 
titude, small creek trout fishing; “Manual labor at 6:00 A.M.”; “Articles of Confederation and 
Tools of Liberation Final Exam Scam”; “Fulmer, Fulmerism, Bird, Burt, Lum, Lumox, Cag, 
Lum + Lum Jr”; “I made up spooge face. No, well, my brother made it up”; “Whistlin’ 
Dixie, Ya’ll get up in the stands and yell scrapper or somethin’”; “Uhhhhh”; “Mason, you’re 
scammin’ abilities are so good that I’m still in a rut”; “Watching Mason on the prowl is a high- 
light of my life”; “I’m going to marry a Swedish girl, Mike”; “Tell your friend he missed some- 
thing good”; “My interception was awesome”; “Duda, I’m the leading rusher”; “It feels like 
my head is going to explode, Mike”; “Satch-Boogaboo, Boogaboo”; “Crocodile Chas”; “Stay- 
ing Alive with Jim during eighth period”; “The Chicken-Weasel-Mongoose conflict ’86-87”; 
“Deweeeebo, Keeble-got and Esso, let’s take a pre-game, Satch, bonzai-Mac’s Back”; “Bonz- 
Stevie Nick’s lips. Doing the Bird at the Poodle”; “Freshman City Champs”; “Bond-pole posi- 
tion - he’s spellbound”; “Vol Jam”; “Mike - let’s race the GTO’s up to Chicago for a concert”; 
“Hey - want some tye-stick man”; “Dip-Dip-Dipee- I’m the best goalie”; “Bond and I - Us big 
guys”; “Indian Springs”; 1/24 Junk Yard Dogs; “Give Me some Water!!!”; “New Orleans 
Star”; “She’s looking at me - She’s following us, I swear - Dukes”. 



Geordie Gillett 





James Burton Fulmer 



Debate 2-4; National Forensics League President 4; 
Big Red Club 1-4; National Merit Semi-Finalist, Na- 
tional Forensics League. 

Young Fascist of America 2,3; Young Socialist of 
America 4; 1/4 Pu-Man-Chu Club 4; 1/5 Beatle’s 
Alley, Patio, Creek, Ledge, Anywhere Club 4; Elvis 
Costello Fan Club President 2-4; “I know my gram- 
mar pretty good, prety well?!?”; “Are you a Bill? No 
further questions”; “Alabama is in Georgia, isn’t it?”; 
“Briefs— can’t live without ’em, can’t live without 
’em”; “Can we get some gummy frogs before we go to 
the airport?”; “Some free country this is!”; “Visitor. 
Visitor parking”; “Sophomore?!”; “I’ve got a double 
dose of gravity”; “I had a good time, Burt. I m still ha- 
ving a good time”; “You need restraint. Yeah, only 
when I have it’” “Slow down! Burt’s getting tired”; 
“O”; “Nuke war bad?”; “It’s good for youuu!”; “Zero 
days or two days”; “I will be crucified many years 
ago”; “Jay, this is Robert Briefs”; “Lube job. Side 
burns, bowl head. Gee Reeve, can’t you take a joke”; 
“Hee, Ha, Ha, Ha”; “FREEZE!— Hey you can’t 
leave. We’re trying to play a game here”; “I’ll go Af- 
firmative”; “This match is over”; “Good Grief’; 
“What’s your name? T. A. How do you spell that? T - 
A. Oh”; “Superbowl Shuffle by Frank Avola. (Neil 
Catial’s brother)”; “You’re ugly!! Thanks Jay”; “I get 
that”; “You want Bart to give you another bloody no- 
se?”; “So this is what a Friday at MBA is like”; “ A 
lone Cheeto...”; “Curly Q. 1 like the way you study”; 
“I can’t breathe! If you can talk, you can breathe”; 
“What’s up? Cool Breeze?”; “What did Chris mean 
by that?”; “Burt, I think you need to go to your room 
and get some sleep. Okay. ..Ah, I can’t”; “I can t lift 
that boulder. 1 can lift a smaller one”; “...and I had the 
other nine”; “Hey, Burt!”; “Should 1 try to get some 
applications now?”; “It’s Eugene’s turn”; “You see, 
we were going to Gatlinburg when...”; “You thought 
that test was hard? That test was easy”; “July 1 1— the 
day nothing happened”;“His Machacity ; The first 
step to rehabilitation...”; “Do we have time? Do we 
have time?”; “What does a chemistry book look li- 
ke?”; “1 had a bunch of towels. Yeah, Burt, you had a 
million of ’em. I did. Well they probably ran away”; “I 
thought I was dead and having an out of the body ex- 
perience. That’s nice Burt”; “What physics home- 
work?”; “Yeah, and that’s the seventh time you’ve 
told this story”; “Private School Rap”. 






David Ellis Frederiksen 

Football 7,8, 1-4; Treasurer photography Club 3; Co- 
Photography editor of BELL RINGER Staff 1-4; As- 
sistant BELL Editor 3; LADIES OF THE JURY 2; 
Service Club 4; Big Red Club 7,8, 1-4; 1986 MBA 
Science Fair 2nd Place, Zoology; 8S Vice-President; 
Prom Construction Foreman ’87. 

1 /400 of the ‘Mike, we’re not laughing with you, we’re 
laughing at you ” Club; 1/26 of the Junk Yard 
Dawgs — 7-0; 196-32; Scrub 2-4; Long Snapper 
“Thanks, Bob’’; “1/1,000,000 Chas Hewgley Fan 
Club. I love that man”; “Devoted Diehard Distortion 
Hawgs Fan and Groupie 1-4”; Fred, Freddy, Fredero, 
Fredhead, No Head Fred, No Fred Head, Denim 
Dave, Diamond Double Denim Denison Dave; 1/2 Off 
Road Golf-Cart Racing Team; 1/3 Sharon-Karen- 
Emily Night of Infamy; Captiva ’87; Captiva ’88 (An 
attempt to relive the previous experience); 1987 Foot- 
ball Mohawk “No, Dulla, I’m not shaving it off’; 
“The Junkyard Dogs — Not just a team, it’s a feeling”; 
“The bathroom floor is great for your back, Tim”; “Hi 
Rob!”; “Why don’t you go into the other room, 
Smitty?”; “Only 240 very short miles to Atlanta”; 
“Yes, we’re from Nashville. Yes, we’re going home. 
No, we don’t want to go to your party”; “Uh, Brad, 
that was your grandmother, and she wants you to be 
more respectful”; “Stay away from Edith, she knows 
judo”; “Is Bond ever not fired up?”; “I gotta what?! 
What happened to Bob?”; “EMMUTT!!”; “Soggy 
Ceezios — the breakfast of champions”; “That was 
great, Brad. Can we get out of the ditch now?”; “Hey, 
Barrett, can I come over?”; “Okay, tonight. ..Meet us 
at the end of your driveway. We’ll be there”; “How 
long was she grounded?”; “Steve?. .. Steve?. ..B. A., 
PULLOVER!!”; “Well, Keeb, How do I look?. ..Real- 
ly?. ..Thanks”; “There are now three cars, and one of 
them’s Drakes’s”;“Where’re you going, Jim?”; “I 
don’t know, Tom, a steak tip dinner is mighty temp- 
ting”; “What about the structure, Dulla”; “That 
makes absolutely no sense, B. A.”; “Denim — the only 
fabric”; “To the Novak Class of ’83 — I popped the test 
tube”; “No Ben, we’re not watching ‘Fletch’ so quit 
worrying about it!”; “Nice I.D., B.A., did the cop like 
it?”; “The mood, the place, tha agent...”; “How was 
the physics test. Cherry?”; “Has Steve woken up 
yet?”; “Cabana six rules”; “Do you know what this 
pop-top will get me?”; “We’re going to St. Louis, 
where the men are men and the girls go for Nashville 
guys”; “Bleh!”; “What if I don’t want to get to class 
any earlier, Ed?”; “Rob — uhh”; “Pass me a jolt. 
Drew. It’s gonna be a long night...”; “Neato-fri- 
to — corn chips”; “But they were college days, Mr. 
Drake”; Six Year Veteran of the Hill. I made it — It’s 
all over. Goodbye MBA. It’s been real. Thanks every- 
body. Thanks Pop. 
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David Fletcher 


David Andrew Fletcher 

Varsity Soccer 1-4; Freshman Basketball; J.V. 
Basketball 2; Big Red Club 1-4; Photography 
Club 3,4; BELL RINGER Staff 3,4; National 
Spanish Exam (I) — 10th in State 2; 3rd Team, 
All-State Soccer 3; 2nd Team, All-Metro Soc- 
cer 3; All Region VI Soccer 1987; Soccer Cap- 
tain . 

Most Likely to get lost — Captiva ’88; “Brax- 
ton’s golden ruler’’; “#13, Not a bad luck num- 
ber’’; “Do This! Gutow’’; “Braxton, you better 
shut up or I’ll...’’; “Hey Chuck, afraid of the 
park now?’’; “Florida Spring Break Soccer 
Trip ’86’’; “Remember Bennigans’’; “How 
about the waitress, Gutow’’; “Sticker in the 
light fixture’’; “Gutow, wearing sweats below 
the knees, not good in front of Mrs. Rogers’’; 
“Party at Rogers’ house’’; “Dead ends’’; “How 
about Jodi, Braxton?’’; “Many days in the park 
contemplating life’’; “Memphis Spring Break 
Soccer trip ’87’’; “Yea, Ted, I’ll sign you out’’; 
“Hey Doc, I am still going out with the same 
girl’’; “Billy Joel at Rogers’ house’’; “Tell her 
about it’’; “Only the good die young’’; “Hoarse 
on a Billy Joel night’’; “Hey Gutow, we need to 
get Braxton a girl’’; “New Years ’86’’; “Sick 
for a week’’; “Spring Break ’88’’; “Memphis, 
Florida’’; “Women and other things’’; “Love is 
great ’’; “Rock and Roll lives forever’’; “Look 
at my bow, everybody’’; Thanks Mr. Lanier; 
Thanks Dad and Linda; “What an experien- 
ce!’’; “And there you have it’’. 
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Freshman Football; Freshman Track; Varsity 
Football 2-4; Varsity Track 2-4; FCA 3,4; 
Young Life 3,4; Big Red Club 1 -4; Soup Kitch- 
en 1-4; 7th in Spanish I Contest, State; 4th in 
Spanish II Contest, State. 

Ah - Hallah; Foghorn Leghorn; Jughead; 
Mumbles; “What’re ya’ll doin’?”; 1/3 Mary- 
land Farm’s High Dive Crew; Ouoops; “Bran- 
nan, I’ll see you in court”; “Yeah, that’s my se- 
cond one”; “Are you Judge Everett’s son? Yes, 
officer”; “May 9, 1987 — the day that shall live 
in infamy”; “Drew, Matt, wanna’ go sailing?”; 
“How old are you? Well, you’re stupid”; “July 
4 Firewalker”; “It’s night, Drew’s driving with 
friends, we’re lost”; “Geez Brannon, this 
weighs a ton”; 1 /5 Hobb’s Suicide Sledders; 
“Roll Tide!”; “Don’t mess with the family”; 
“Hey cousin”; 1/4 A. J. Smith Crew; “8 
months ’til ’Dale”; “If he gives any trouble...”; 
1/27 Junkyard Dawgs; “I used to teach your 
dad how to play baseball in the snow”; “Distor- 
tion Hawgs Roadie”; “No, we were just swim- 
ming”; “We come all the way from Pegram”; 
“Hey lemme tell you something!”; “The Good 
Times Machine”; “Those mats give you serious 
knee burns”; “I don’t wanna’ die!”; “Hey Ro- 
berts, fire my wire”; “Steve, don’t tell anybody 
how many we missed”; “Lineman never die, 
they just grow old”; “Matt, Cuder!”; “Steve, I 
counted 32 Camaros in the parking lot at Hen- 
dersonville High. Thanks Mom and Dad. 
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Chad Enders 

Chad Eric Enders 

Latin III Medal 2; National French Contest 
1-3; 2,3,4 in State, 6th Region, 7th Region 
(twice); Varsity Cross-Country 3,4; Varsity 
Wrestling 1-4; State Qualifier 2,3; Varsity 
Track 2-4; FCA 1-4; Newspaper 3,4; John Mo- 
rehead Dobson Award — Best Sports Article 3; 
Service Club. 

Member Winning BELL RINGER bike race 
team (name obscure); “Cha- a-a-ad!”; “Squid 
on a hot tin roof’; “Iceman”; “U-turn on 
White Bridge Road”; “Need about $43.75 
Lanson?”; 1 /2 Pro-Grain Fan Club; “With Ri- 
boflavin”; “Burritoes, enchiladas, wild taco 
sauce”; 1/20 8th Period Athletics; 1/1 “put 
Barney to Sleep” Club; “Where’s coach at?”; 
1/2 Cauliflower ear club; “Girls play volley- 
ball, boys play basketball, men wrestle”; “If it 
weren’t for those seven triple bogies, I might 
have had a pretty good round”; “No, 1 will not 
wrestle you, Gilbert”; “Yes, Lanson, butterfly 
is next”. 






Richard Trever Edwards 

Ice Hockey 2-4; Track Helper 2,3; First Place 
Earth Science Division of Mid-State Science 
Fair 1984; First Place Botany Division of 
Mid-State Science Fair 1985; First Place En- 
gineering Division of Mid-State Science Fair 
1986, 1987; Chorus 4; Chess Club 2-4; Chess 
Club President 1987-88; Big Red Club 2-4; 
Eagle Scout; Order of the Arrow. 

1 / 1 Donut Eater (4 or more); 1 /4 Herring Pro- 
pagandists (Little Weasels); 1 /3 Waverunning 
Warriors; 1 /3 Fourwheeling; 1 /4 Fifth period 
Benchwarmers; 1/3 Double Blitz Chess 
Groupies; 1/3 Halloween Horrors; 1/45 
Checkmaters; Member of the Library Desk 
Workers’ Union; “Brad. ..Hey Brad!”; “Tom 
it’s 7:15 a.m. and you’re just starting your the- 
me!?!”; “Hey Lyle, wanna go waverunning?”; 
“Nuke ’em till they glow”; “Chess players 
know how to move”; “Hey, I like reading these 
paperbacks. Haven’t you ever read the books 
on ABLE TEAM, PHOENIX FORCE, or 
ROBOTECH?”; “But Mr. Herring, I’m not 
the instigator of this mass propaganda spree, 
heck, mine aren’t even mass-produced”; “Var- 
mit-Timelord- Dragon fly, ROBOTECH, 
BATTLETECH, and AREA 88 all the way!”; 
“Lyle is a TEENAGE MUTANT NINJA 
TURTLE.. .well at least the Shredder”; “Santa 
Claus in coming to town ha ha ha!”; “Hey, 
don’t you insult my Pop!”; “Live long and pros- 
per in this relative time and space”; “No guys, 
I am not the next Hugh Hefner!”; “Schenck, I 
love you!”; “Kill ’em all - let God sort ’em out”; 
Thanks Mom and Dad. 


Trever Edwards 
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Sean Dudley 


Sean Christian Dudley 


Editor-in-Chief, ARCHIVES 4; Debate 1,2; 
Interpretations and Poetry 3,4; Staff Writer 
BELL RINGER 3,4; High School Art Medal 
3. 

Resident Artist 1-4; Omni Show 3, Dance 4; 
People Pronounce my name correctly 1,2; 
“Manifestation!”; “People never get my name 
right - Seen, Stu, Pint, Pigion, Pepe (le Peu); 
Cousin “H”; pinecones; “Lil ol’ Raggedy Ann 
with a wonderful heart”; “Art is anything you 
can get away with”; “Don’t go to Europe”; 
“This Mortal Coil cannot be shaped with our 
hands”; “See with your heart always never 
with your eyes”; “My rose”; “Nightmares”; 
Inflatable carrots”; “Katherine; Lee; Mitch; 
Lori”; “Are you still sick? Yes, I’m still sick”; 
“Never dwell”; “Seashells”; “April 12; April 
17”; “Always now and forever...”; “Vampire 
Fingers (Shut up Brian)”; “The Loved One”; 
“Windows on the Cumberland (Poetry in a 
Pub)”; “In all Things”; “Oh yeah, P.S. I’ve 
still got that rain check for swimming”; “Kat’s 
eyes”; “A walking/driving magnet for acci- 
dents with old, dying people and foreigners”; 
“Great Expectations”; “...and you think back 
and smile at how much you’ve changed”; “Di- 
nosaurs are coming back, you know”; “It is not 
a horse, Todd, and yes, there is enough purple 
in it”; “You know, I can’t really recall any good 
conversation I’ve had with these people here. I 
guess I'm just stupid”; “Klee would never have 
used so much color”; “I’m not a morbid person, 
Mr. Womack”; “It’s a Wonderful Life”; “Bra- 
zil”; “Les Miserables”; “Bergamo, Italy”; 
“Dried petals”; “I’m too tired to take this ser- 
iously”; “We should put together a photo 
album.” 
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David Chen 

David Joel Chen 


Track 1; Math Medal 7; Algebra I Medal; Ge- 
ometry (H) Medal; Algebra II (H) Medal; 
College Alg./Trig. (H) Medal; Physics (H) 
Medal; Rensselaer Math/Science Medal; Jun- 
ior Honor Society 1,2; Cum Laude 3,4; 
AHSME Honor Roll; First Place State Math 
Contest (Mid-State Geometry), Third Place 
State Math Contest (Mid-State Algebra II); 
Second Place State Math Contest (Mid-State 
Comprehensive); 5th Place in State for Level 
1 A French Contest; Debate 1-4; Big Red Club 
1,3,4. 

Simon and Garfunkel Fan; Trinity Campers 
1 /3; Far Side Fan Club; Isaac Assimov Fan 
Club; “Curley”; “Dude!”; “For the last time, I 
don’t know what JUN means!”; “What would 
you recommend I have at the All Steak?”; “I 
gotta relieve the tension”; “But it’s effective on 
my scale”; “A faulty test tube? Right.”; “Are 
you that novice debater?”; “More blanched 
peanuts, sir?”; “David, you look so oriental”; 
“Joe Jeffrey, where’s your back line?”; “Mark, 
I still think that last shot is illegal”; “Well, I 
was a motormouth in my day”; “No, I can’t use 
these new-fangled things”; “A lone Cheeto”; 
“No, I don’t do logarithms for fun”; “No, 1 
don’t do trig for fun”; “No, I don’t derive for- 
mulas for fun”; “Calculus. ..that’s bordering on 
fun”; “Thanks Mom and Dad for everything!”; 
“What did the turkey say on Thanksgiving?” 






Ward Chaffin 

John Warden Chaffin 


Cross Country 1; Junior Varsity Golf 3; Var- 
sity Golf 4; Layout Staff, BELL RINGER 2; 
Copy Editor of BELL RINGER 3,4; Students 
Staying Straight 3,4; Honor Roll 1,2,3; Junior 
Honor Society 2; Big Red Club 1,2. 

1 / 1 0 M B A frisbee football team (3rd in state); 
1 /4 Off Road Golf Cart Four-Wheeling Crew; 
1/10 Ultimate Frisbee Team; 1 /20 8th Period 
Athletics; “Wardman”; “Yea, Right!’’; “Truk- 
man’’; “Really? No Way!”; “That’s Awe- 
some!”; “Rob, Vandy beat Rutgers who beat 
Boston College who beat UT. Therefore, 
Vandy’s better than UT”; “Chariot”; “Gaah! 
Why am I slicing it? That’s pathetic!”; “Hey 
Tommy, I can’t believe you studied for that 
math test”; “Boston, Chicago, Eagles, Yes”; 
“Can we listen to something besides Kurt Mu- 
sic?”; “Slim”; “Jim, Vandy and Texas are #1 
and I hate baseball”; “My knee hurts”; “Got 
any water?”; “Is Will there? Will!”; “Who ya 
raggin’ on now, Kurt?”; “Will, what did Kurt 
make up about me today?”; “Will, please quit 
throwing things”; “Fore! Fore! Oh Great!”; 
“Will, let’s go to the Club”; “You’ve never 
heard that song, no way!”; “Will, have you 
called your mom?”; “But Kurt, how can you 
savor golf if you’re playing so bad?”; “Jim’s 
Mr. Surface Area”; “I’m a Republican — born, 
bred, raised in Belle Meade”; “Tinkerer”; “I 
smile funny”; “Andy Griffin”; “I killed that 
one”; “Vandy 67 UNC 65”; “Dzer”; “Did you 
see where my ball went?”; “Dear Uncle 
Trukky”; “Steve, could you start over from the 
beginning?”; “Ohhh, Bobbeeey!?”; “Winky, 
the Wardman, Primo!”; Thanks Mom and 
Dad. 
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Edgar Dennis Bueno 

Football 1-4; Wrestling 1; Track 1,2,3; BELL RINGER staff 2-4; BELL Staff 1-3; Student 
Council 1-4, Vice-President 4; Junior Class President; Service Club 2,3,4, President 4; Big 
Red club 1-4; Students Staying Straight 4; Second Place Optimist Oratorical Award; P.M. 
Estes Award 2; Totomoi 3; 1987 Lindsey Ruth Award — The Outstanding Junior. 

“Yes, brother of Robbie”; Bueno, snake, Buno, Bueeno, Breeno, Egar; “Why should 1, there’s 
nothing to smile about”; “Of course. I’m in a bad mood”; “Hey Sterl I don’t think Todd finish- 
ed his report and I didn’t finish reading TBBB”; “Gee thanks guys for all the prom help”; 
“That’s great Maurice, but we’re walking”; “Ask me if I care”; “Mo, you get the gasoline and 
I’ll get the matches and then we won’t have any more problems”; “Yes, I like Echo and the 
Bunnymen”; “Smiths fanatic”; 1 /6 Ninni’s researchers; “Yeah,come on — run it over here!”; 
“Nowhere!”; “Richard, we did see a movie, remember?”; 1/5 ’Dale victory weekend in 
Scottsville; “Ben, do the jig and sing my theme song”; “I lost my faith in womanhood”; “Love 
Reign O’er Me”; “Jobe, there’s a note for you on the glass doors”; “Trey we are brothers”; 
“It’s a town for losers — And I’m pullin’ out of here to win”; “None of us know the color of the 
sky”; “To strive, to seek, to find and not to yield”; ‘No way Rich, you got a date”; “Gee Satan, 
I mean Chas, you sure are cynical today”; “Hey Dave, count the trashcans”; Summer of ’85; 
“1/5 Satanic Bonanza”; “Will, she wants to know what for”; Thanks MBA. 





Edgar Bueno 


i 
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Andrew Bond 

Andrew Watts Bond 

Football 3,4; Wrestling 3; Big Red Club 1-4; 
Service Club 3,4; FCA 1; Soup Kitchen 2,3,4; 
SADD 1,2; Art 2; Chorus 3,4; Business Staff 
for BELL; Writer for BELL RINGER; Coach 
and referee of Junior School Basketball Tour- 
nament 2-4. 

Bondo, Boo Bear, Mule, Tank, Hoss, Coach, '/2 
Big Guys Group; “Loud music soft, soft music 
loud”; 1 /infinity dunk ball player; “Thirty- 
three states and Kicks 104 is the best rock and 
roll station I’ve ever listened to”; “Gar fishing 
rules”; 1/10 Nashville Sounds skybox partiers; 
“These are my cars right here”; “That’s not a 
band, that’s a bunch of noise”; “I’m gonna rent 
a movie, and I’m gonna watch it”; “Scar that 
rules”; “Kenny Cain; Barney; “I got pole posi- 
tion”; “Danny Schmittou - the Louisiana ge- 
nius”; “I’ve been to every Volunteer Jam there 
ever was, and there ever will be!”; “It just 
doesn’t get any better than this”; “Guys, if we 
get in any trouble. I’ll take care of it”; “7th 
floor”; “Pain equals happiness”; “#63; “We 
beat Ryan”; “I haven’t had a soft drink in 
months! You haven’t? When did 1 last have 
one!!?”; “I have never worn a short sleeve shirt, 
ever!”; “VS Dang Dangs shelling at 4:30 in the 
morning club”; “It’s hammer time”; “Ya’ll 
need to knock it off back there”; “Bronco- 
burger fan club”; “Green Hornets”; “What 
goes around, comes around”; “5 months ‘till 
Riverdale”; 1/24 Junkyard Dogs; “He’s got 
something you can’t measure in the weight 
room - heart”; “1 hate weekends”; “Hey Al, sit 
tight. I’ll be right back!!”; YMCA; “Hey 
Chicken beast, can we take the Camaro out!?”; 
King Rex; UK Wildcats; Winston Bennett - the 
warrior; Scottsville, KY; The lakehouse; 
LINEMEN; Mac’s back; Freshman Football 
City Champs. 
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John David Bobo 

Varsity Soccer 3,4; J. V. Soccer 1,2. 

DuBose 2,3,4; Boob, Bunk, Bobe, B squared; Happening 21; Young Life Ski Trip ’86-87; 
R.E.M.; The Connells, The Alarm, James Taylor, Judy Collins, Peter, Paul, and Mary, 
Modern English, the Bodeans, and U2!; October 23, 1987 - Lexington, Ky - U2 Live!; 
Coach “Makabakawakabaka”; Member of Future Park Rangers of America; Plato, Socra- 
tes, Emerson, Thoreau, King, Bach; November 29, 1987 - Murfreesboro, TN - U2 Live!; 
“Jonathon, keep working on love” - Richard Bach; Agape; “I have a dream” - Martin 
Luther King; “To be great is to be misunderstood” - Emerson; “Footprints”; “And the 
answer my friend, is love and peace and compassion and all of us working for it together and 
God bless you” - Peter, Paul, and Mary. 




David Bobo 








Tom Benning 


Thomas Richard Benning, Jr. 

Varsity Swim Team 2,3,4; Varsity Cheerleader 4; Science Fair Honorable Mention 1; Big Red 
Club 1-4; Chess Club 3,4; Drama Productions 2,3,4; Chorus 3,4; National Merit Semifinalist; 
Outing Club 2,3,4; Explorer Scout; National Rifle Association Lifetime Member. 


Ogre; Chester; Teddy Bear; Tom; Benung; Benningmas Ter; “Hey you”; 1 /4 Bad Taste Lunch 
Club; 1/? Midnight Racers Club; 1/3 Due in Study Hall Since Beginning of Year Club; 1 /? 
Seniors Rule Club; 1/56 Chorus Gods; 1/1 I Love Lee Club; 1/? Barney Worshipers Club; 
1/1 The Master Peal Club; “Chris, check out those ’grips!!”; “Homework? What home- 
work?”; 1/? Study Hall Snoozer (devotee of the Poe position); “Honest guys, this time I’ll 
pass”; 6 year veteran of the Hill; “The more people I meet, the more pro-nuclear 1 become”; 
“If you can’t stop acting like animals, please leave the lunch room”; “Com’ on Chris, let’s get 
out of here”; “Mr. Kemp, guess what?”; “Chris, I trashed out my voice again”; “No, I’ve never 
been carded. No, I’ve never gotten a ticket. Chris, look. I’m not a juve delinquent like you 
OK?”; “Deadline? Argggggghhhh!”; “When’s it due??”; 1/1 The Latest Homework Club; 
“ 1 /? go to sleep at 2 a.m. on theme night club; “I started early this time on it, honest”; “What’- 
s burning?”; “No problem Dude”; “We got it, we got it”; “What do you mean late? I was here 
at 8:05, that’s early for me”; 

Can’t say I’ll miss it, ’cause I cannot lie; 

I’ll remember this place ’til the day I die; 

Been lots of good times, some bad times too; 

All I can say is I hop it’s tougher for YOU. 

Thanks Mom and Dad for the chance 
Thanks Class of ’88 I won’t forget you. 






Brad Bell 

Bradford Fielding Bell 

Track 1-4; Swimming 2-4; Big Red Club 1-4; 
Chess Club 2-4; Soup Kitchen; Newspaper 3.4; 
Photography Club; Outing Club. 

“Trust me, I know a shortcut”; “Yo home, 
chill”; “Whata weirdo”; “Rap will never die”; 
“Cook out, Trev”; “1 /3 Member of the Wave- 
running Warriors; 1/8 Member of Thrasher 
Hunters; 1/87 Member of the Barney Fan 
Club; 1/4 Member of the Fourwheeling 
Freaks”; ‘'Fll be right there”; “Late? Fm never 
late!”; “Whoa, check out that babe”; “Tomato 
(long a), Tomato (short a)’ 1/4 Fourwheeling 
Rules; 1/4 Member of the Swim Goods; 1/4 
Member of the Race-to-Swimming Club; 
“Run-DMC, rockin’ the house”; 1/2 
ril-do-it-tomorrow club; 1/? of the 
Massive-traffic-violators Club; 1/3 Member of 
the Champion Chess Crew; “Reality is 1/2 
Fantasy”; 1 /3 Member of the Great Escapers; 
“Totally Radical”; 1 /3 Member of the 
do-or-die club; “Slaughter in MC’s and Fll 
never get whipped”; “When I retire, Fll be 
worshipped like an old Battleship”; “This story 
is over, but my rhyme ain’t done”. 







Rob Barrett 

Lionel Robert Barrett, III 

Totomoi; National Merit Finalist; Varsity 
Track 2-4; Varsity Football 2-4; Freshman 
Football; Freshman Track; BELL Business 
Co-Editor 3-4, staff 2-4; FCA 2-4; Service 
Club 3-4; Students Staying Straight 3-4, Vice- 
President 4; Chorus 4; BELL RINGER Staff 
4; Big Red Club 1-4. 

Region track champs — best team ever; foot- 
ball district champs; track coach’s award; 
Turbo, Carrot, Ferrett, Rod, Berry, Darrett, 
Barnett, Marty; 7 addresses in 6 years on the 
Hill; the Trukman; 1/7 Mr. Lane’s Domain; 
“You don’t mean communists, do you Fat 
Sam?’’; AAU Summer track nationals qualifi- 
er; procrastination as a fine art; “What are you 
gonna do Jack, eat your way to college?’’; 1/3 
BBB; “Just add it to the commencement check, 
Robbie”; beware the monkey pit; 7B, 8G intra- 
mural basketball champs; master of the no- 
madic lifestyle; “Scared?”; “Oh, I’ve been slid- 
ing for years now”; Carnation instant break- 
fast; “We’re the Good 01’ Blues Brothers Boys 
Band”; ’Tween Waters Cabana 1 veteran; 
Dogs rule: T-Bone, Goulash, Matzi, Barney, 
Wally, Caesar, the Buggas, and max; “See 
what a fiver can do for a guy’s attitude?”; 1/8 
American History Blue Book Company; 
“What’re y’all doin?”; junior college trip odys- 
sey: room to room full-contact nerf hoop, Mr. 
Drake’s summer home; “Hey man, we’re 
stranded”; “Science Fair is bunk”; key role in 
“a dark day” in MBA history; 1/24 Junkyard 
dogs city champs; “Didn’t Hemingway shoot 
himself?”; church-ball: 7 technicals, kicked out 
of 2 games, 1 gym, team MVP; “Sterl. yeah. 
Rob. hey”; anything can be made competitive; 
“It’s not on the reading list, but who knows? 
They’re tricky”: 1 /5 Chattanooga brick-dodg- 
ers; “You’re not gonna sing for us are you, 
Sammy?”; “Fd have saved money by flying”; 
1/3 original FLETCH fan club; black Hind 


half tights. Wayfarers, a haircut every 2 weeks; 
“Sure, Harpeth Hall is better than MBA” 
(with appropriate sarcastic facial expressions); 
“See ya!”; Oak Hill Day Camp; “Well I guess 
so . . . I’m the programs director”; “I’m already 
anti-derivatives”; inventor of “uh, hulluh?” 
and Fleminfun; read ’em and weep school of 


college applications: UVa; speed thrills; 1/82 
of only class ever to get a standing ovation at 
commencement; my sincere thanks to all my 
family and friends, God, and the school whose 
support has made my MBA years memorable 
and fun. 


John Brannan Atkinson 

Varsity Golf 2-4; Varsity Basketball 3; BELL Staff 3; BELL Features Editor 4; 
BELL RINGER Staff 4. 

1/3 Maryland Farm High Dive Club; DANGER BLASTING ZONE; “The 
Fairmont, 88 miles an hour in second gear”; “Bonfire in my yard”; Matt — 
“Brannan, 1 order you to do donuts!”; “May 9, 1987: The Day That Shall Live in 
INFAMY”; “You Judge Everett’s son?”; “No, officer, we were just swim- 
ming”; Jasper, A1 — “What do we do for fun? Sling mud, throw rocks, and drive 
around in circles”; “What ya’ll doing!”; 1 /4 Taco Bell Drive-thru Crew; “Any- 
body paying attention to where Drew’s driving? We’re lost’; “The time, the 
place, the agent”; 1 /2 Vanderbilt Plaza party — “This elevator going up? 
We’re going down”; “Todd, you weren’t driving ditches, but you were weaving 
all over the road. REAL SMART, PAL!”; “It’s the cops. No, it’s only Charles”; 
“The Fairmont’s parking brake is frozen”; “Geez, Trey this weighs a ton”; 
“Ferrus — “If he gives you any trouble”; “We’ve come all the way from Pe- 
gram”; Drew — “That’s your Cadillac?”; Westermann — “They’re not gonna’ 
care”; 1 /something ’Tiva Tour ’88; Steve — “Five hours in the mud. WHAT A 
BLAST!”; “We took mats from the pool, went down to the beach, and 
WWWHHAAATTT?”; “So, Drew, are you parking tonight?”; “It’s not here, 
maybe the workmen stole it”; “Stop the boat!”; “Guys, I just have one thing to 
say . . . “Steve, you okay?”; “I woke up on a lawn chair with a cat on my 
back”; Chas — “If I were President, I would nuke them on Christmas. They’re 
not expecting it then”; “Oh . . . ”; “Steve, what do you do with a guest towel?”; 
“December 17, 1987 — Christmas Party in History”; “Steve, when I’m looking 
for a tape, you watch the road!”: Thanks to the girls at the Hall for making this 
year so special. 



Brannan Atkinson 
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Seth Asher 

Seth Michael Asher 

Freshman Track; Freshman Wrestling; Varsi- 
ty Wrestling 2, Manager 2,3,4; BELL Business 
Staff 3; Students Against Drunk Driving; Big 
Red Club 1-4; Service Club 3,4, Vice-President 
4. 

Seth; Sethicide; Sethebrate; Sethbot; Skip; 
1 infinity Dunk Ball; Original Renegade 
Jounder; 1/? Fest; “Come on in, little chil- 
dren!”; Elm Hill Pike Road trip - “Hello 
Cleveland”; “Hawg Security”; “Parking lot 
football”; '/4 No Date Club; Capitiva ’88; 
’Tween Waters Inn; The Sethcabana; 
“Where’s the beach?”; “Sterl the Pearl found a 
girl”; “Coach, I have a new injury”; “Most 
likely to be injured”; “Why do I wrestle?”; 
“Hey Matt, thanks for ruining my senior year, 
my college chances, my whole life”; “Billy, 
you’re spoiled”; “Chet, why do we do it!”; 
“Face it Bone! You’re wrong”; “Jim, how 
about some yogurt?”; “How long are you 
grounded for this time?”; “Fuss”; “Andrew, 
I’m going to the beach with or without you”; 
“Nice socks. Brad”; “Yes Ben, I did meet 
Bono”; “How do they know we go to MBA?”; 
“Thanks for calling me back, Speight”; “My 
watch must be broken”; “Believe me Patrick, 
you had fun in Chattanooga. Burt, yes, you did 
make a fool of yourself’; “International ski 
slope - quite dangerous”; “Drew, where’s the 
fire?”; “Al, go get the flag”; “Jay, what’s 
wrong with your eyes?”; “Great, I have to go to 
the doctor. No, I don’t need an operation”; 
“JIM, DON’T ASK ME WHAT THE 
HOMEWORK IS!”; “Official Renegrade Ski 
team member. 

I know you got a lot of good things happening 
up ahead 

The past is gone, it’s all been said 
Here’s to what the future brings 
I know tomorrow you’ll find better things” 





Rob Archer 

Robert William Archer, II 

Big Red Club 1-4; Cheerleader 4; Service Club 
4; Students Staying Straight 3,4; FCA 3,4; 
Varsity Track 2,3,4; J. V. Basketball 2; Outing 
Club 1; Newspaper Staff 2,3,4; Junior Honor 
Society 1,2. 

4th in State in Ultimate Frisbee? 3; 3rd in 
Southeast in Ultimate Frisbee 4?; “Arch”; 
“Hey Jenn, where exactly is Bellevue any- 
way?”; “Hey Brad, where exactly is Mt. Juliet 
anyway?”; “Yes, I am religiously confused - I 
belong to Two Rivers Baptist, go to Woodmont 
Baptist, visit Calvary Methodist, and play bas- 
ketball for Belmont Methodist”; “Wa-sup- 
man?!”; “Sorry, Stephen. I can’t do anything 
tonight. I have to er, . . . fill out college applica- 
tions . . . er, wash my dog . . . er, get some sleep 
for basketball tomorrow”; “I just met her, but I 
think we’re gonna get married!”; “I’m Mr. 
Heat Miser, I’m Mr. Sun!; “Hey Rob is Cappy 
coming over tonight?”; “Are Baptists allowed 
to be liberals. Tommy?”; “Anybody wanna 
take a spin in MY white 300ZX Turbo?”; 
“You can call me Al, Chas!”; “The Guys”; 1 / 
1,000,000 of the Pick-on-Stephen-Smith Club; 
1/6 of the Roll-Arthur-Henderson-and-Get- 
Shot-With-a-BB-Gun Club; 1 /50 of the Let’s- 
roll-Chad- Again Club; “Just for you Jenn and 
Sarah - 1 was ragged on for that sweet puppy!” 




Junior Class 


Student Council (top): John Henry Rice, Treasurer, Billy Frist, Vice- 
President, John Smithwick, President, Drew Robison, Secretary; Honor 
Council (bottom): George Crawford, Matt Bumstead, Andy Patterson 







Jim Abernathy 
Rick Barksdale 
Lawrence Berman 
Jay Binkley 
Brad Bishop 


Worcester Bryan 
Matt Bumstead 
Jason Burroughs 
Hampton Carney 
Bill Cherry 


Chris Cigarran 
Lee Clark 
Forrest Conner 
George Crawford 
Chris Cunningham 


Greg Downer 
Warren Downs 
Frank Drowota 
Peter Dudley 
Rally Dupps 


Kelsey Fitzpatrick 
Billy Frist 
Chet Frist 
Scott Galloway 
Richie Gann 


Prescott Glynn 
James Gooch 
Brad Griffin 
Sheldon Griffin 
Chris Hall 


Rhoads Hall 
Wilson Hardcastle 
Jonathan Harwell 
John Hays 
Bo Healy 
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Lanson Hyde 
Jeff Joe 
Willie Johnson 
Chris Jones 
Jay Joyner 


Jay Kahlon 
Marlin Keith 
Tom Lance 
Mark LaVigne 
Scott Lewis 


David Lockyear 
Steve Matthews 
Douglas Miles 
John Moore 
Jon Nameth 


Rabin Nimmo 
Michael O’Hare 
Mike Page 
Andy Patterson 
Chip Perry 




Jonathan Reeve 
John Henry Rice 
Drew Robison 
Jeremy Russell 
Vincent Sator 


Mike Seshul 
Chris Shea 
Harrison Shull 
Brooks Smith 
Thayer Smith 


John Smithwick 
Marion Southall 
Brian Stephenson 
David Strayhorn 
Brandon Tate 


Jimmy Thompson 
Mark Thrailkill 
Albert Tirao 
Charles Treadway 
Andy Underwood 


Jason West 
Joon-Ho Yu 
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Sophomore 

Class 


Class Officers: Student Council: Dan Brooks, President (back right); Ren- 
ard Francois, Vice-President (back middle); Nate Sewell, Secretary (front 
middle); Matt Fisher, Treasurer (front right); Honor Council: George Cle- 
ments (back left); Billy Crawford (front left) 
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NOT 

AVAILABLE 


Steven Anderson 
Richard Arendale 
Brandon Barrett 
John Bass 
Devraj Basu 


Sharpe Belote 
Jay Bradford 
Dan Brooks 
Adam Brown 
Scott Burrow 


Winston Caldwell 
George Clements 
Lindsey Cooper 
Quenten Cothren 
Andrew Coulam 


Billy Crawford 
Brent Cummings 
Brandon Daniel 
Craig Davis 
Clayton Dike 


Daniel Donelson 
Andrew Duthie 
William Enkema 
Eric Falk 
Jay Ferguson 


Matt Fisher 
John Ford 
Pieter Foster 
Renard Francois 
Jay Gilliland 


David Haslam 
William Hastings 
Jim Haynes 
Drew Heitzler 
Chris Horstman 
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Rob Howell 
Ryan Hubert 
Allan Hunt 
Matt Inman 
Hal Jones 


Kirk Kaludis 
Shravan Kambam 
Kevin Kimery 
Kevin P. King 
Kevin W. King 


John Koon 
Kevin Kruse 
Johnny Lamb 
Rob Lentz 
David Lott 


Caleb Ludwick 
Billy Lyell 
Mauro Mastrapasqua 
Carter McNabb 
Rob Murphy 


David Neff 
Lee Page 
Eugene Park 
Greg Pearson 
Chris Petrie 
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Richard Pulley 
Martin Roberts 
John Rochford 
Bill Sastry 
Nate Sewell 


Oman Sloan 
Alden Smith 
Brett Stahlman 
Christopher Tapia 
Leighton Thomas 


Stuart Towery 
David Trainer 
Chris Wayburn 
Simon Westlake 
David Workman 
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Freshman 

Class 


Class Officers: Student Council: Walter Southwood, President (back left); 
Keith McCarty, Vice-President (back right); De Thompson, Treasurer 
(middle); Tate McDaniel, Secretary (front right); Honor Council: Frank 
Bass (left); not pictured: Logan Fortner 
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George Adams 
Anthony Albrecht 
Phillip Avant 
Frank Bass 
Micha Bennett 


Mark Bittles 
Bryan Bleecker 
Bryan Bobo 
Michael Brooks 
Cary Brothers 


Bill Bryan 
Charlie Bryan 
Sam Buchanan 
Jeffrey Buntin 
John Butler 


Thomas Carlton 
Lance Carney 
Will Chapman 
Daniel Cheek 
Richard Cummins 


Dave Daniels 
Luke Davis 
Scott Doolittle 
Brandon Downs 
John Dunkerley 


Andrew Dupps 
Robert Echols 
George Ewing 
Richard Fitzgerald 
Logan Fortner 


Todd Foust 
Alexander Gillett 
Jeff Goidel 
Willie Gray 
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Daniel Greenberg 
Dudley Hammon 
Patrick Harkleroad 
Alan Hassler 
Patrick Hayes 


David Hays 
Drew Healy 
James Hill 
Bryce Hillis 
David Hitt 


Art Holscher 
Cabot Hyde 
Keith Ikard 
Charles Israel 
Casey Jones 


Martin Jones 
Wally Jones 
Mark Kerrigan 
Josh King 
Rob Lance 


Adin Lara 
Spencer Leek 
Jeff Lundstrom 
Justin Maestas 
Michael Malone 


David Mason 
Taylor Mayes 
Keith McCarty 
Tate McDaniel 
John McDonald 


Graham McRedmond 
Jim Morehead 
Erling Mork 
David Moroney 
James Nash 




Brian Norment 
Stephen Outlaw 
Greg Parker 
Babu Paruchuri 
Matt Poe 


Clay Posey 
Richie Presley 
Deepak Raja 
Sarat Ramayya 
Arthur Reid 


George Rietz 
Jason Ritchason 
John Roberts 
Ron Salas 
David Schenk 


John Schweikert 
Donnie Scurlock 
Peter Shim 
Owen Shull 
Earle Simmons 


Stephen Sisco 
Walter Southwood 
Craig Spengler 
Chris Steele 
De Thompson 


Trey Vaughan 
Chris Vlahos 
Alex Waddey 
Jonathan Warren 
Phillip Westermann 


Charlie Williams 
Alex Willis 
John Winston 
John Witherspoon 



8 Christeson 


Clockwise from bottom: Roy Alley, Todd Anderson, Warren 
Connally, Paul Devgan, David Frazier, James Huang, Greg 
Jones, Michael Loftin, Ben Nimmo, Seth Robertson, Behdad 
Shahsavari, John Teeter, John Wesley, Jackson Wray 





8 Downey 


-J 



Top Row: Russell Acosta, Jarratt Bell, Chris Bynum, Brian Cherrington, Eric Crawford, Eric 
Ericson; Bottom Row: Breen Frazier, Sonny Heiser, Paul Moser, Christian Puryear, Malcolm 
Sewell, Jeremy Stone; John Trainer, Matt Valenti 








8 Waugh 


Top row: Bo Bartholomew, Tab Burkhalter, 
David Corts; Bottom row: Asher Dudley, Matt 
Foster, Robert Howell, Clay Kinnard 
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7 Brewer 


Top row: Andy Anderlon, Will Berry, Julian 
Bibb, R. A. Dickey, Mike Gavigan, Greg Holy- 
field, Hal Pickel; Bottom row: Andrew Publow, 
Andrew Russ, Joseph Sitton, Peter Stahl, Kris 
Todd, Chris Trabue, Andy Ward, Flagg 
Youngblood 







7 Novak 



Top row: John Arendale, Jody Cummings, 
Shannon Durrett; Bottom row: Suresh Gunase- 
karan, Brandon Hulette, Kavi Paruchuri, Jeff 
Pollock 
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7 Steele 


Top row: Jason Barton, Kirk Brown, Ben Cur- 
tis; Bottom row: Jeremy Derryberry, Adam 
Flynt, Clay Hartzog, Winn Keathley 






I Top row: Michael Li- 
gon, Kirke Martin, 
Sean Murphy, Chris 
Peebles; Bottom row: 
D. J. Salinas, BoSun- 
dius, Sachin Vai- 
kunth, Zachary 
Wilks 

I 
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7 Thoni 



Top row: Trent Baley, Michael Burke, Todd 
Counter; Bottom row: Jason Francis, Kyle 
Hatcher, Geoffrey Leek, Allen McDowell 
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I 



Top row: Stephen Phillips, Howard 
Rietz, Wesley Schiel; Bottom row: 
Sanjay Shenai, Thomas Springer, 
Ward Waltemath, Jason Willis 










Varsity Football 



First row: Frank Drowota, Steve Anderson, Bob Napier, Scott Burrow, Andy Patterson, Jeff Owen, Chris Hall, Richard Gann, Richard Speight, Stuart 1 p, 
Towery, Greg Downer; Second row: George Clements, Alden Smith, Rabin Nimmo, Allan Hunt, Kelsey Fitzpatrick, Edgar Bueno, Sheldon Griffin, Rob 
Barrett, David Trainer, Michael O’Hare, Billy Frist; Third row; Marc Smith, Richard Arendale, Brad Bishop, Billy Lyell, Matt Fisher, Billy Crawford, g, 
David Spickard, Drew Robison, Jimmy Thompson, Kirk Kaludis, John Moore 
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Fourth row: Dan Brooks, Lindsey Cooper, Worcester Bryan, Jeremy Russell, David Frederiksen, Alex Rice, Alt. Capt. Michael McNally, Andrew Bond, 
Mike Poe, Trey Everett, Mike Morrissey; Fifth row: John Smithwick, Mike Seshul, Brooks Smith, Kurt Gilliland, Wendell Harmer, Capt. Demetri Patikas, 
Bo Healy, Emmett Russell, Patrick Roberts, Rob Lentz, Gilbert Smith; Top row: Geordie Gillett, Renard Francois, Chas Hewgley, Damon Regen, Floyd El- 
liott, Tommy Owen, Ken Downey, Greg Pearson, Matt Williams, Jim Abernathy 
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Robison runs the option . . . Morrissey snags six 

It was a typical summer morning in Nashville: so humid one can hardly breathe. However, for 55 MBA 1987 Varsity 
Football candidates who arrived at the AV room at ten minutes before 9:00 AM on Monday, July 31, it was not just any 
other morning. Each player and coach came with one goal in the back of his head, winning the 1987 TSSAA State 
Championship. The past two seasons had been successful ones for MBA, bringing home a district title and a second round 
playoff berth both years. This year’s team wanted not only to continue the tradition, but also to take it further. However, 
after an injury-plagued first month and a couple of hard-fought lost scrimmages, few thought MBA would even have a 
winning season. On the contrary there was no way that this year’s team was going to let the people’s opinion determine the 
success of their season, for they had learned in the past two seasons that the underdog could win. 

On Friday, August 28, 1987, the Riverdale Warriors from Murfreesboro, Tennessee came to Nashville to attempt to 
defeat the Big Red. Gametime was 7:30 PM, and by 10:00 that night the Warriors were on their bus going home, amazed 
at the amount of fight in the “Junk Yard Dogs” they had just played, for the Big Red Scrappers had just defeated 
Riverdale 31-13. Drew Robison had his first of many successful nights, passing for 1 77 yards and no interceptions. Robison 
threw touchdown passes to Mike Morrissey and Demetri Patikas. Robison also ran for another touchdown as did Patrick 
Roberts. To top off the scoring, Jeff Owen booted a 22 yard field goal. As a conclusion to the highly successful victory, 
Mike Morrissey’s key interception in the second quarter was named the Nashville Banner Metro Play of the Night. 
The next week, MBA played Whites Creek at home in the first district game of the year. The Cobras were new to District 
1 1-AAA and were favored to win the district. Although the Big Red put up a fight until the final second of the game, their 
efforts came up a little short, as Whites Creek won the game 14-7. MBA was unable to generate any offense during the 
game until late in the fourth quarter when Robison hit Morrissey for a 17 yard touchdown pass. After the Big Red scored 
they desperately attempted an on-side kick; Richard Speight came up with the ball, but MBA was unable to score again. 
However, wide-out David Spickard shined during the game with eight catches for 120 yards. 

The following Friday went much the same way for the Big Red. MBA travelled to Beech High School with hopes of 
rebuilding after last week’s loss, but then did not play to their ability and lost 14-10. Jeff Owen kicked a 3 1 yard field goal 
and Demetri Patikas caught a 12 yard touchdown pass from Drew Robison. The Big Red now realized they had to win the 
remainder of their games in order to earn a playoff berth. Therefore, they had a team meeting and decided to start their 
“new season” in which they would win seven straight games. 

After a hard and intense week of practice, the Big Red bounced back and trounced the Overton Bobcats 31-6. Robison 
threw touchdown passes to Patikas and Owen, who also kicked a field goal. The running game was led by Patrick Roberts 
who scored the first touchdown of the game on a 7 yard run. The offensive line consisting of John Smithwick, Andrew 
Bond, Mike Seshul, Lindsey Cooper, and Mike Poe had an excellent game as did the entire MBA defensive unit which 
forced seven Bobcat turnovers. 
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MBA returned home to play Cookeville the next week. The Cavaliers came to town only to find that MBA was serious 
about their “new season.” MBA won 42-7. The Big Red was led by Jeff Owen who scored two touchdowns, one on a catch 
and the other on a run. MBA showed a little Razzle-Dazzle when tailback Patrick Roberts threw a touchdown pass to De- 
metri Patikas. Emmett Russell also scored on a 6 yard pass reception from Robison, and linebacker Brooks Smith led the 
defensive effort. 

The next week the Big Red travelled to Brentwood High. Without starting quarterback Drew Robison, and because of 
gale-force winds, MBA turned to the running game. Patrick Roberts rushed for 160 yards and scored all of MBA’s points 
in the 8-0 victory. The defense showed much improvement, achieving their first shutout of the season. 

MBA returned home for a Homecoming victory over the Hillwood Toppers 21-9. The return of quarterback Drew Robison 
was felt when he threw three touchdown tosses, one to Owen, one to Morrissey, and a 75 yard connection to Emmett 
Russell. Linebackers Brooks Smith and Worchester Bryan and tackle Sheldon Griffin had excellent games defensively. 

The next game of the season was the long-time famous rivalry — MBA vs Ryan. The Big Red rolled to a 16-13 win, 
avenging last year’s loss. The victory also put MBA second place in the district race. The defense played extremely well, 
keeping Ryan deep in its own territory late when the Irish needed to drive. Offensively, Robison ran for a 20 yard 
touchdown and threw a 20 yard TD pass to Patikas. Also, Owen kicked a 30 yard field goal. 

In the second to last regular season game, MBA defeated Pearl-Cohn 41-6. Drew Robison threw four touchdown passes: 
two to Patikas, one to Owen, and one to Morrissey. Also, Chris Hall rushed for two touchdowns. 

Although the victory over Pearl-Cohn assured MBA of a playoff berth, the Big Red refused to lighten up the next week, 
trouncing Hillsboro 24-7. The offense was led by Patrick Roberts’ two touchdowns and Jeff Owen’s touchdown and field 
goal, while the defensive line shut down the Burros’ running game completely. 

The Big Red had finished the regular season 9- 1 due to a forfeit victory from Beech and they travelled to Stratford the next 
week to play in the first round of the playoffs. The Big Red suffered a 28-7 loss, thus ending their season. 

Although the Big Red did not achieve every goal they set, the 1987 Varsity Football team compiled a successful 9-2 record 
and a first round playoff berth. 



obison barks the signals 


, and Spick awaits the pitch 
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Chris Hall makes a cut as the ref watches 


Emmett is down after making a key reception 


Vanderbilt-bound Jeff Owen boots the pigskin 


Patrick Roberts gallops across the stripes 
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Coach Owen addresses the troops 


A sidelined Marc Smith 



The senior players clown around 
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JV Football 



First row: Renard Francois, Rabin Nimmo, Richie Gann, Brad Bishop, Jimmy Thompson, Kirk Kaludis 
Second row: Billy Crawford, Lindsey Cooper, Rob Lentz, John Moore, Stuart Towery, Scott Burrow, Clayton Dike 
Top row: Frank Drowota, Greg Downer, George Clements, Dan Brooks, Alden Smith, Matt Fisher, Greg Pearson 

The 1987 JV football team outscored opponents 106-30 yet finished with a 2-3 
record, the largest deficit in their three losses being seven points. With coach 
Regen, Coach Downey, and Floyd Elliott at the helm, the underclassmen were 
able to show their coaches what they could do with players more their size. In 
their first game, the JV lost to White Creek 14-8 with Jimmy Thompson recover- 
ing a fumble caused by Richie Gann for the lone TD. The Big Red then faced 
Overton at home but fell in defeat 9-6 with Overton kicking a field goal in the 
closing minutes of the defensive struggle. The third game saw the JV trounce the 
Burros 47-0 with Crawford, Smith, Bishop, and Burrow scoring at least once. The 
next game was a drumming of Brentwood High 42-0 in which the entire team 
played impressively. Highlights included Burrow’s interception for a TD and 
Smith’s punt returns. The season ended with a 8-0 loss to Hillwood in which 
turnovers proved to end the Big Red’s hopes for a winning season. The powerful 
line that opened huge holes consisted of Rob Lentz, Stuart Towery, Kelsey 
Fitzpatrick, David Trainer, Lindsey Cooper, Jimmy Thompson, Clayton Dike, 
and Steve Anderson. Billy Crawford quarterbacked the team, and connected 
often with Scott Burrow, Richard Arendale, and Brad Bishop, all of whom joined 
defensive standouts Andy Patterson, Richie Gann, Frank Drowota, Greg 
Downer, and Mike O’Hare in the defensive backfield. On the ground, the ball 
found the hands of Alden Smith, Matt Fisher, and Worchester Bryan. Allan 
Hunt and Billy Lyle played tight end and joined the JV’s defensive stopper Dan 
Brooks at linebacker, while Alden Smith, Matt Fisher, Worcester Bryan, Chris 
Hall, and Rabin Nimmo provided a strong ground game. The underclassmen 
showed potential this year and will be counted on next fall to continue the Big 
Red’s winning ways. 
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Freshman Football 



First row: Stephen Sisco, Philip Avant, Bryan Bleeker, Patrick Harkleroad, John Witherspoon, Bill Bryan, Luke Davis, Patrick Hayes, Scott Doolittle, 
Lance Carney, Keith McCarty, Charlie Bryan, Spencer Leek; Second row: Graham McRedmond, Drew Healy, Brad Downs, Ron Salas, Jeff Lindstrom, 
Cary Brothers, Cabot Hyde, Jeff Goidel, David Mason, Todd Foust, David Hitt, Earl Simmons, Thomas Carlton, George Adams; Third row; Craig 
Spengler, Jeff Buntin, Andrew Dupps, Adin Lara, Chris Vlahos, Tate McDaniel, Will Chapman, Alex Waddey, Matt Poe, De Thompson, Michael 
Brooks, Robert Echols, Michael Malone, Richard Cummins 

The 1987-88 freshman football team will be remembered as one of the 
more talented teams in recent history. This year’s team entered the 
season with high hopes because of the immense talent as well as the 
enthusiasm of rookie head coach Mr. Forehand. After two weeks of 
practice, the team started its season with a game against the mighty 
Spartans from Stratford. The Spartans appeared less than intimidat- 
ing, though, for the Frosh crushed them 21-0. The running attack of 
Robert Echols and Michael Malone complemented the passing game 
led by quarterback Tate McDaniel. 

Next for the Frosh was rival Whites Creek. The team was able to run 
its record to 2-0 after a 19-6 thrashing with Alex Waddey’s 60 yard 
run highlighting the win. The freshmen’s next opponent were the 
Pearl-Cohn Firebirds. They proved to be no match as the Big Red 
rolled to an easy 30-6 victory. Rushing the ball for touchdowns were 
Keith McCarty, Charlie Williams, and Tate McDaniel. Finishing the 
scoring for the Frosh was Michael Malone, who returned an intercep- 
tion for a touchdown. 

With a 3-0 record, the Frosh were prepared to host a powerful Hill- 
wood team. Both teams entered the contest with perfect records, so 
this game would likely decide the district championship. The Frosh 
held tough, but a late rally by Hillwood proved to be too much as 
MBA was defeated 20-7. The Big Red bounced back, however, with 
easy victories over Hillsboro, Overton, and arch-rival Father Ryan. 

Each of these games was highlighted by the stingy Big Red defense 
led by Matt Poe, Chris Vlahos, and a host of others. They won each of 
these games by more than 28 points and threw shutouts in each one. 

This year the Frosh scored 174 points and their opponents 32, which - 
shows the dominance that the team displayed in every game during 
their successful 6-1 campaign. 






Microbe Football 


Row 1. Manager Thomas Springer, Trent Batey, Jody Cummings, Rob Whitley, Chris Peebles, John Arendale, David Frazier 
Row 2. Andy Russ, Shannon Durrett, Peter Stahl, Will Berry, Jason Willis, D. J. Salinas 

Row 3. Trip McLaughlin, Kyle Smithson, Jarret Bell, Andy Ward, David Fitzgerald, Mike Gavigan, Ben Nimmo, Sean Murphy, Carter Baker 
Row 4. Tab Burkhalter, Jackson Wray, Bo Bartholomew, Joe Underwood, Clay Kinnard, Ray Brooks, Glenn Harris, Eric Crawford, Joseph Sitton, Paul 
Moser 


The MBA microbe football team finished its 
1987 season with a record of 2-4. Nicknamed 
the “Little Red,” the microbe football team 
conquered such opponents as Ezell Harding 
and Page. Quarterbacked by Joe Underwood, 
the powerhouse offense of the Little Red 
seemed unstoppable on the field of battle. One 
of the many high points of the season occurred 
against Ezell Harding when running back 
Glenn Harris, behind a strong offensive line 
led by Clay Kinar, Andy Ward, and Paul Mo- 
sier, scampered for four touchdowns on five 
carries. These offensive feats were comple- 
mented by a strong defense, which was led by 
the hard hitting of Eric Crawford. The excel- 
lent coaching staff consisted of Head Coach 
Thoni, Coaches Gaither and Killian, and line 
specialist Allie Fuqua. All in all, the Little 
Red performed well as a team, and they 
gained much experience that will enable them 
to aid future MBA football teams. 





Varsity Cross Country 



Ikard and Zibas get ahead of the pack 


As the Cross Country team began whipping itself into shape early in August, the big question facing the 
team was who would replace the large number of runners lost last year to graduation. The only runners 
returning from last year’s team were co-captains Steve Zibas and Jay Knowles, and junior Lanson Hyde. 
The answer quickly became apparent through the summer practice and the second annual Montgomery Bell 
Academy cross country camps. Last year’s B-team would provide the strong runners: Chad Enders, Tommy 
Vandever, and Brent Cummings. James “Cross country is harder than football” Gooch, always a strong 
track runner, also had a promising year ahead of him as did Jason Burroughs, another first year runner. Yet 
the biggest surprise and the biggest boon to the team this year was the appearance of super frosh Keith Ikard 
and Casey Jones, who ran as the second and third men throughout the year. 

The first major meet of the season was the Tennessee Classic on September 19. The extremely competitive 
field was made up of teams from Tennessee, Kentucky, Alabama, and Georgia. Steve Zibas finished an 
impressive sixth place and Keith Ikard was 23rd. The team ended up finishing a rather disappointing 1 1th 
out of 46, but considering the fact that five out of the seven men had never run in a major meet before, their 
performance was admirable. 

The next week was the A. J. Bridges, which drew the best teams from throughout the state. Zibas finished 
fourth and Ikard 15th, while Casey Jones and Lanson Hyde both began to show some of their talent, 
finishing 40th and 44th, respectively. The team finished fourth overall, defeating eventual state champs 
Brentwood Academy in the process. 
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First row: Dave Hayes, George Rietz, Greg Parker, Clay Posey, Logan Fortner, Michael Bennett, Rob Lance Second row: Thayer Smith, Brent 
Cummings, Brandon Barrett, Walter Southwood, Jason Burroughs, Jay Binkley, Keith Ikard, Casey Jones, John Hayes Third row: David Strayhorn, Bill 
Penuel, Jay Riven, Chad Enders, Steve Jobe, Steve Zibas, Jay Knowles, Lanson Hyde, John Schweikert, Marion Southall 


Midway throughout the season, Steve Zibas injured his achilles tendon, putting him out of action for a few 
weeks. The rest of the team was able to go on without him and finished third in the Gallatin Invitational on 
October 1. Keith Ikard was sixth in the race, Casey Jones 11th, Lanson Hyde 12th, and Jason Burroughs 
was 29th. Four days later, however, the Big Red Harriers were edged out by a strong Dickson County team 
on their home course. 

As the end of the season approached, Zibas was recuperated, and the rest of the team was ready to head for 
the state. They won the Metro Classic race by a small eight point margin over Stratford, while soundly 
defeating the rest of the teams in Nashville. Steve Zibas won the race by over 20 seconds, Keith Ikard was 
sixth, Casey Jones eighth, Lanson Hyde 19th, Brent Cummings 26th, Chad Enders 45th, and Jay Knowles 
was 99th. The next week at the region V championship meet, MBA crushed all of the other teams, winning 
the meet by nearly 50 points. Steve Zibas again won, Keith Ikard was fourth, Casey Jones fifth, James 
Gooch 21st, Lanson Hyde 27th, Brent Cummings 29th, and Chad Enders 31st. 

The following week in the state meet, MBA had its best ever performance, finishing fifth among the 19 best 
teams in Tennessee. They were only one point away from fourth and eight points off third place. Steve Zibas 
finished fourth, the best ever finish for an MBA runner in the state meet. Casey Jones was 25th and Keith 
Ikard 29th. 

With five of the top seven returning, prospects for next year’s team look good. There will be a number of peo- 
ple who can aptly fill the two vacant posts: Jason Burroughs, Jay Binkley, Thayer Smith, Brandon Barrett, 
George Neily, Walter Southwood, and Fortner Logan along with rising microbes Justin Crosslin and Matt 
Zibas could make next year’s team a strong contender for the state title. 
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Microbe Cross Country 



First row: Kaui Parachuri, Michael Burke, Russel Acosta, Sanjay Shenai, Stephen Phillips, Geoffrey Leek, Alan Sundell, Andy Anderton, Aaron 
Norman Second row: Hal Pickel, Kirk Brown, Robert Marigza, Mark Szydlo, Greg Tamberino, Chris Bynum, Seth Robertson, David Wyckoff, Andrew 
Vahrenkamp, Brandon Hulette, Warren Connally, Jeremy Derryberry Third row: Mrs. Christeson, David Proctor, James Huang, John Teeter, Wesley 
Schiel, Andrew Publow, Flagg Youngblood, Matt Zibas, Sonny Heiser, Justin Crosslin, Christian Puryear, Matt Foster, Mr. Novak, Asher Dudley, Paul 
Devgan, Zachary Wilks 


The 1 987 microbe cross country team made its 
presence known this fall by beginning the sea- 
son with crushing defeats of rival schools and 
closing out with a very strong third place in the 
HVAC championship meet on October 14. 
Co-coaches Novak and Christeson led the run- 
ners through the season with much skill and 
patience. Captains Matt “I’m #4” Zibas and 
Justin Crosslin placed extremely well in every 
meet, Crosslin eventually taking third place in 
the championships after a mysterious mid-sea- 
son disappearance of Zibas. Other outstand- 
ing runners for the Big Red included eighth 
graders Chris Bynum, David Wycott, and 
Grey Tamberind, and seventh graders Hal 
Pickel and Kavi Paruchuri. Besides dominat- 
ing teams from Brentwood Academy, BGA, 
and FRA, the so-called “truckin demons” also 
managed to have fun partaking in the great 
sport of running. Eighth grader Matt Zibas 
sums up the season by saying: “This year’s 
team had a lot of potential, and I think we had 
a great year.” 



Varsity Basketball 



Front row: Marc Smith, Brad Reese, Jeff Owen, Mike Morrissey, David Spickard, Demetri Patikas, Emmett Russell, Patrick Roberts 

Back row: Coach Bennett, Coach Thoni, Coach Downey, James Gooch, Drew Robison, Bo Healy, Alden Smith, Sterling Price, Drew Nored, Robbie 

Westermann, Matt Williams 


The 1987-88 Varsity Basketball team began the year with many questions that needed to be answered. First of all, 
the loss of coach Mark Elliot during the summer forced Mr. Bennett to come out of retirement for one more season as 
Head Coach, a position he held for the better part of two decades. Second, could the eight seniors on the team repeat 
the magic they used to win the district title as freshmen. In addition to the eight seniors, the rest of the team included 
three juniors and one sophomore. The team opened the season against a very tall and very talented team from 
Cookeville. The lack of practice, as well as the absence of Marc Smith and David Spickard, proved to be detrimental 
to MBA as they were soundly defeated. That game was followed by an early district game against Whites Creek in 
which the team showed remarkable improvement, but still lost by two points. By Christmas, however, the team had 
evened its record at 5-5 and had an impressive 3-1 record in the district. During the holidays, the team went into a 
slump, losing its next four games. They were forced to make some changes and some new commitments before they 
hit an important stretch of district games. Playing with a new determination, they were able to win their next nine 
games, including a four-point victory over Whites Creek which gave them the district lead. They clinched the district 
title against arch-rival Father Ryan, and so the team entered the District 1 1-AAA tournament as the #1 seed. They 
defeated Hillsboro in the semi-finals, setting up a third meeting with Whites Creek in the finals. In this game the 
team played their finest game of the season. Their balanced offense and intense defense gave the Big Red their first 
district championship since the ’60’s. Brad Reese, Marc Smith, and Mike Morrissey were named to the All- 
Tournament team. The team then prepared for the Region 6 tournament the following week. They were paired 
against Stratford, a team that had beaten MBA the last four times they had met. Marc Smith’s consecutive three- 
point shots opened up a close game and gave MBA a berth in the semi-finals against Maplewood for a berth in the 
sub-state. Maplewood jumped out to an early lead, and the Big Red could never catch up and saw their season end 
with a 17-11 record. This year’s team will be remembered as one that came back from adversity to bring the district 
title back to MBA. Their determination and competitive nature should establish a pattern for future teams to follow. 
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Goldenthroats of MBA basketball 


Spick concentrates on the basket 



Brad’s four arms enabled him to be the city’s leading 
three-point shooter 



Scrapper — one of Nashville’s best basketball 
players 


I 
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JV Basketball 



During the 1987-1988 season, the JV basketball team compiled a respectable 5-6 mark. Although plagued by injuries most 
of the year, the team was able to beat quite a few good ball clubs. 

The season opened with a road loss to Overton 45-54 in which the team picked up some experience on the court. The Big 
Red fell next to Hillsboro 54-56, but the Red put up a miraculous effort to try to take the game under the leadership of Al- 
den Smith and James Gooch. BGA, the next foe of the team, felt the wrath and anger that had built in the last two games in 
a 77-62 loss to the merciless Red. The JV team took its 1-2 record into games with Pearl-Cohn and Stratford. On both oc- 
casions, the team fell down in awe of the mighty athletes of the opposing teams. Pearl-Cohn threw off the rapacious Red 
52-50, and Stratford tamed the wild team in a 73-43 victory that left the team reeling. Although distraught, the wounded 
team rebounded in a 50-45 dismissal of Hunter’s Lane and a 63-49 mauling of the Evil Empire Father Ryan. The Big Red 
returned to the battlefield and found themselves on the short end of the stick once again in a 45-80 defeat against Overton 
and also in a second loss to Hillsboro 90-6 1 . The J V revived itself from the ashes to play Antioch in a 48-46 victory in which 
the Red destroyed every attempt of the vicious foe to win the game. The team moved into its post-season play in the 
“Hendersonville Invitational B-Team Tournament.” The Big Red sent Clarksville to the showers in a 67-57 defeat in the 
first round but fell victim to the strong Gallatin team. 

The team competed this season with Coach Ken Downey at the helm. The season did establish Mike Seshul, Drew 
Robison, James Gooch, Bo Healy, and Harrison Shull as the leaders of next year’s varsity team and allowed sophomores 
like Matt Fisher, Rob Murphy, Kevin King, Jay Gilliland, Richard Arendale, and Alden Smith to gain some valuable 
experience on the court. 


167 


Freshman Basketball 



First row: Taylor Mayes, Keith Ikard, Jeff Goidel, Alex Waddey, Jason Ritchason, Charlie Bryan; Second row: Walter Southwood, Tate McDaniel, 
Chros Vlahos, Brian Norment, Todd Foust, Richard Cummins 



Vlahos dazzles defenders 


The 1987-88 Freshman Basketball team headed into the season with high 
hopes. With ten players returning from last year’s HVAC championship team 
and the addition of three new faces, the Frosh looked to improve greatly over 
last year’s finish. 

Under the capable guidance of Coach Fred Forehand, the team consisting of 
Michael Brooks, Richard Cummins, Todd Foust, Jeff Goidel, Keith Ikard, 
Taylor Mayes, Tate McDaniel, Brian Normant, Jason Ritchason, Walter 
Southwood, Chris Vlahos, Alex Waddey, and Charlie Joe Williams headed 
into regular season play. 

After an easy victory over Davidson Academy, the Frosh headed out to play 
district powerhouse Whites Creek. MBA hung close the whole game but 
recorded its first loss as it was unable to hold off the powerful Whites Creek 
team. Unshaken, the team went on to win its next eight games, climaxing in a 
stunning victory over top-ranked Pearl-Cohn. At this point, however, disaster 
struck, for leading scorer Tate McDaniel and Jeff Goidel both were put out for 
the season as a result of injuries. In their next game, the team fell to talented 
Whites Creek without the support of McDaniel and Goidel. Once again, 
however, the team rebounded and thrashed Overton bn their home court 
thanks to season-high performances by Walter Southwood and Richard Cum- 
mins. In their next game against Hillwood that would decide the regular 
season champion, the Frosh came up short despite Taylor Mayes’ 16 points. 
Thoughts of a second straight championship for this class danced in their heads 
as they went head-to-head with Glencliff for the first round of the tournament. 
Although Michael Brooks and Chris Vlahos both played well and Chris was 
named to the All-Tournament team, the team did not play up to its potential 
and thus fell to Glencliff. 

This year’s team had a successful season overall with the help of Coach 
Forehand and look forward to making future contributions to the MBA Varsi- 
ty basketball program. 
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Microbe Basketball 



Back: Coach Moxley, Brent Miller, Ryan Tyrrell, Paul Moser, R. A. Dickey, Joe Underwood, Ray Brooks, Glenn Harris, Jackson Wray, Ben Nimmo, 
Will Berry, Coach Thoni 

Front: Flagg Youngblood, Malcolm Sewell, John Arendale, Andy Russ, David Fitzgerald, Trent Batey, Matthew Simpson, Jody Cummings, Andy 
Anderton 


The 1987-88 Microbes finished with a successful 10-6 record and a 3-3 count 
in the HVAC. They began the year with the prestigious Overbrook Classic. 
The Little Red finished runner-up to Sycamore in an overtime game in which 
they were outmanned greatly. The microbes scored an upset against Brent- 
wood 34-31 at midseason and defeated a strong BGA team in OT 41-34. MBA 
showed they could stay on the court with the best by losing to eventual champ 
Brentwood Academy by only three points. The Little Red beat rival FRA twice 
by margins of 20 points or more each time. The microbes entered the HVAC 
tournament with confidence that they could play with or beat anybody. In the 
quarterfinals, MBA beat BGA 37-34 in what was probably the thriller of the 
year by fighting back from a 14 point deficit. However, the Red suffered a 
heartbreaking loss to Ensworth in the semis. 


On a positive outlook, Glenn Harris represented MBA on the all-tournament 
team after recording a 21 -point performance. Throughout the year Glenn 
Harris paced the team with 14 points a game. Jackson Wray was the leading 
rebounder all year and was the “defensive stopper” of the microbes. He set the 
tone all year for the team with his defensive prowess and aggressiveness. David 
Fitzgerald handled the point guard duties with help from R. A. Dickey who 
was the leading three-point shooter all year. All of these consistent contribu- 
tors provided great leadership throughout the season. Promising seventh grad- 
ers R. A. Dickey, John Arendale, and Andy Russ should provide a nucleus for 
a strong team next year. Coaches Thoni and Moxley were the key in keeping 
such good chemistry all year long. 
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Varsity Wrestling 



Top row: Greg Pearson, Chad Enders, Stephen Sowell, Todd Wise, Chet Frist, Billy Crawford, Billy Lyell; Middle row: Chris Horstmann, Sheldon 
Griffin, Peter Dudley, David Trainer, John Bass, Matt Bumstead, Robert Echols; Bottom row: William Hastings, Kevin Kimery, David Neff, Caleb 
Ludwick, Greg Downer, Seth Asher; Not pictured: Renard Francois 

Although the 1987-88 season was to be a rebuilding year, the Big Red wrestling team had a very successful season under 
the leadership of coaches Killian and Streed. This year saw the loss of such greats as Trajan Carney, Frank Downey, 
Robert Rollins, and Billy Frist (to a football injury), as well as others who had increased the depth of the team. The team 
was composed mostly of sophomores and juniors with only five seniors. Nevertheless, the grapplers proved their prowess in 
a difficult field, placing third in the dual meet district (the only district losses were to Franklin and Hillwood) and posting 
strong dual meet victories at the Cleveland Duals (3-1 record). Whites Creek, and Brentwood Academy (the first victory 
over the Eagles in at least six years). 

On the individual circuit, MBA started slowly. Starting for the Big Red at various times throughout the year were Caleb 
Ludwick and William Hastings at 103 pounds, John Bass at 112, co-captain Greg Downer at 119, Chris Ciggaran at 125, 
co-captain Chad Enders at 130, Matt Bumstead, Peter Dudley, and Robert Echols at 135, Chet Frist at 140, Billy 
Crawford and Billy Lyell at 1 45, co-captain Steve Sowell at 1 52, David Trainer at 1 62, Sheldon Griffin and Todd Wise at 
171, Dan Brooks at 189, and Renard Francois as the first MBA Heavyweight in six years. At the Overton tournament, 
Sowell placed third and Downer fourth. As the pace quickened, the Ryan tournament found Downer, Enders and Frist 
fourth; Bass and Trainer third; and Sowell second, all medal-winners. Then the Big Red rallied as the team entered the 
District tournament. Nine members qualified for the Region, and the team placed an outstanding second. Placing were 
Ciggaran, Downer, and Griffin, fourth; Brooks, Echols, Frist, and Sowell, third; Bass, second, and Enders first. Though 
not as impressive, the Region went well as Chet Frist narrowly missed reaching the State Tournament (only 6 places go) 
and the two remaining seniors qualified, Chad Enders third and Steve Sowell sixth. 

Unfortunately, neither placed in the state; but MBA looks forward to definite success next season with the return of Billy 
Frist to the lineup and the experience gained by the nine starters who will be returning. 
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The energetic, talented cheerleders: 

Top row (from left to right): Allison Williams, Olivia Daane, Anne Hightower, Eve Robinson; Bottom row: Francis Shear, Catherine Creagh (co- 
captain), Kara Sitton (co-captain) 
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Freshman Wrestling 



First row: Dudley Hammond, David Frazier, Geoffrey Leek, Peter Shim, Bryan Bleecker; Second row: Luke Davis, Lance Carney, Keith McCarty, 
Robert Echols, Mark Kerrigan, Carter Baker; Third row: Anthiny Albrecht, John Butler, Tab Burkhalter, Eric Crawford, Frank Bass 


Under the guidance of the wise coach Anderson Gaither and the support of coach Stephen Streed, the 
1987-88 Freshman Wrestling team had a very successful year. With no returning starters from last 
year’s Regional Championship team, the freshmen were still able to finish a strong second place in this 
year’s regionals. 

In the beginning of the season, the Frosh finished second place in a very tough McGavock Tournament, 
and they went on to earn a 9-3 dual meet record with a third place finish in the Overton Dual Meet 
tournament. The strong freshman team was led by Robert Echols who was undefeated and earned first 
place in the Regional Tournament. Robert Echols and Keith McCarty, who finished second in the 
regionals, were co-captains. Along with Keith, Eric Crawford and Lance Carney finished second in the 
region. David Frazier, Dudley Hammond, and John Butler won third place medals. However, all the 
strength of the team is not shown in the starters, for the non-starters provided the competition in practice 
to push the starters toward excellence. In many cases, the second-stringers were edged out by only one or 
two points for the starting positions. Justin Maestas, Carter Baker, Geoffery Leek, Spencer Leek, Brian 
Bleecker, and Luke Davis represent the persevering second stringers. However, the freshmen owe a large 
part of their success to the coaching and challenging conditioning of Mr. Gaither. The freshmen worked 
very hard to attain their success, for they devoted three hours a day to wrestling practice. The future for 
the freshmen is bright with returning wrestlers: Eric Crawford, Clay Hannard, Bo Barthalomew, David 
Frazier, Carter Baker, Tad Martin, Mark Szydlo, and Geoffrey Leek who have already contributed a 
great deal to the wrestling program. The rising freshmen should also contribute a great deal to varsity 
wrestling. In conclusion, the 1987-88 freshmen enjoyed a great dv:al of well-deserved success, and next 
year’s freshmen intend to maintain the high quality of junior high wrestling at MBA. 





Microbe Wrestling 



Back: Mark Szydlo, Robert Howell, Tab Burkhaller, Justin Crosslin, William Rice; Middle: Shannon Durrett, Andy Ward, Mike Gavigan, 
John Arendale, Eric Crawford, Carter Baker; Front: Jeremy Derryberry, Jody Cummings, Chris Peebles, David Frazier, Geoffrey Leek 


The 1987-88 Microbe Wrestling team finished a tough dual meet season with a fifth place finish in the HVAC 
tournament. The wrestlers who placed were David Frazier and Mark Szydlo with fourth places, Carter Baker 
with third place, and Eric Crawford with a second place finish. The beginning of the season looked promising, but 
since this team was plagued with injuries (Bo Bartholomew and John Arendale were among the many) the dual 
meet record suffered. This team should provide many promising wrestlers for the freshman and varsity programs, 
such as Geoffrey Leek, Andy Ward, and those wrestlers already mentioned. However, this beneficial season could 
not have been accomplished without the good help of coaches Gaither and Streed. 


Hockey 

The MBA ice hockey team finished the year with a 1-2-1 mark. The team began the year with a loss to Father 
Ryan, but in their next game they evened their record by defeating Hillwood. MBA then prepared for a rematch 
with Father Ryan, a team that had beaten MBA for the past three years. MBA fielded a tough first line against 
Ryan composed of veterans Jeff Lundstrom and Thomas Carlton on wings, De Thompson at center, Willie 
Johnson and Jon Nameth on defense, and Trever Edwards in the goal. The second line was headed up by the 
skilled Brian Charrington at center, Chris Cigarran and Chris Shea on wings, and Jon Winston and Kirke Martin 
on defense. The game started out well for MBA, but things took a turn for the worse and MBA stood in defeat 9-5 
when the final horn sounded. At 8:00 the next morning, a partial team assembled on the ice to fight their final bat- 
tle against the Nashville High School team under the Hillwood flag. Even though outnumbered by the skilled 
Hillwood team, MBA was able to keep the lead most of the game but was unable to stop Hillwood from making a 
third period comeback to tie the game at 8-8. The team’s chances next year are promising in that only one player, 
senior Trever Edwards, is leaving. Under the leadership of De Thompson, Jon Nameth, Jeff Lundstrom, and 
Brian Charrington, the MBA ice hockey team should produce a strong and well-respected team next year. 
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Varsity Baseball 


Grantland Rice 


The worn, embattled squad sat silently on the outfield grass, mourning over Head Coach Fred Forehand’s post-game 1 
words. The team had just lost a marathon, three-and-a-half hour battle to Ryan, 6-5. The players tried to forget their 5-4 I 
lead from the seventh inning, their numerous errors, and their men left on base throughout the game. They also tried to for- [ 
get the “sec ya’s” they heard often during the game, and they tried to ignore their players’ remarks, “Sec ya! . . . and we’ll I 
get you next time, too.” Yet, as the dust settled and the fans left the park, the Big Red marched off the field, knowing how | 
they had played the game, their heads held high in pride ... 


Such was the fortune of the Varsity Baseball team this spring. Of the team’s 8-7 district record, four of the losses were by 
two runs or less. They finished 9-9 overall and third place in the district. The team was led by coach Fred Forehand and as- 
sistant coaches Ken Downey and Damon Regen, as well as the seven seniors throughout the season. 

Jim Norris hurled MBA to an opening-day win over Hillsboro, 6-3. The team then lost to Hillwood 9-5 and trounced 
Whites Creek 15-5. The Red then lost to Stratford 9-8 despite home runs by Reese, Owen, and Smith. After a 10-2 win 
over Beech, with Norris upping his record to 3-0, the team suffered a humiliating loss to Overton, 1 1-2. Junior Doug Miles 
then hurled the Red to a 19-4 trounce of Pearl-Cohn, followed by the 6-5 loss to Ryan. Junior Brooks Smith rapped a cru- 
cial two-run single late in the game against Ryan to put MBA up 5-4 as well as filling in admirably at catcher for the in- 
jured Marc Smith. 

After being down 5-0 to Hillsboro, the team came back to win 9-7, with eighth-grader Tiger Harris getting the game- 
winning hit and junior Forrest Conner going 3-ffor-4. They then lost a 1-0 heartbreaker to Hillwood, followed by another 
loss to Overton, this time 10-2. . 
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Front row: Mike Morrissey, Jim Harwell, Jeff Owen, Richard Arendale, Michael Brooks, Kevin King, Matt Williams 
Back row: Brooks Smith, Forest Conner, Marc Smith, Jim Norris, Jay Ferguson, Brad Reese, Doug Miles 

For when that one Great Scorer 
Comes to mark against your name. 

He writes not that you won or lost 
But how you played the game 


That loss to Overton was followed by three straight wins. The first was an 1 1-4 win over Pearl-Cohn. The next was another 
come-from-behind victory, this one over Whites Creek 10-6. Sophomore Kevin King relieved senior Matt Williams on the 
mound to take the win, and fellow sophomore Jay “Fozzie” Ferguson was brilliant at the plate, going 4-for-4 with two dou- 
bles. The third was an avenging win over Ryan as Norris again pitched a great game. 

In the playoffs, MBA would have to win all three of their games against Overton, Hillwood, and Ryan, and Hillwood would 
have to lose all three of their games if the Big Red were to go to the Region. In the first game, Norris again pitched well and 
Reese had two doubles, but the team lost to Overton 4-2. A narrow, 5-4 loss to Hillwood followed, despite catcher Marc 
Smith’s three-run double in the top of the seventh that put MBA up 4-3. The season ended on a more positive note with a 3- 
1 victory over Ryan as King hurled a three-hitter. 

Reese led the team with a .426 average: 21-61 after a torrid 1 7-26 start, 24 RBI, and nine doubles. Owen batted .42 1 , 24- 
57, and Morrissey hit at a .41 3 clip, 26-63, after a 1 6-28 start. Marc hit .366 (.450 in the last nine games) with three home 
runs. 

Norris led the city in innings with 68, and finished with a 6-5 record and a 2.47 ERA. Four of those five losses were by two 
runs or less (6-5, 1-0, 4-2, 5-4). King was king of the mound, finishing 2-1, with 0.74 ERA despite not possessing a curve 
ball. Also lettering were sophomores Richard Arendale (third base) and Scott Burrow (catcher), and freshman Michael 
Brooks (catcher, third base). . . . Even though MBA leads Ryan during their second meeting of the season, the calls of “see 
ya” continue after each inning, while composure and sportsmanship is evident from the MBA dugout. With two out in the 
bottom of the seventh, Norris faces the Ryan catcher with two men on, and MBA up 4-2, one out away from victory. The 
Ryan catcher hits the ball well but the Big Red makes the play and wins the game. As the Ryan player’s frustration shows, 
and as the dust settles and the fans leave the park, the Big Red marches off the field, knowing how they had played the 
game, their heads held high in pride. 



. . . and Norris delivers the pitch 


Marc gives the signal . . . 
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JV Baseball 



First row: David Daniels, De Thompson, Billy Crawford, Will Chapman, Michael Brooks; Second row: Jay Ferguson, Kevin King, Richard Arendale, 


Chris Vlahos, Scott Burrow, Glenn Harris 

Despite many rain-outs and cancellations, the 1 988 Junior 
Varsity Baseball team enjoyed a season of success. Under 
the excellent coaching of Ken Downey and assistant Da- 
mon Regen, this year’s team compiled a record of 4-1-1. 
The season began with a tie against Brentwood High, in 
which Doug Miles, a member of the varsity rotation, 
threw five excellent innings. Although the Junior Red 
trashed several hits against the Bruins, the game ended in 
an 8-8 draw. The Red’s only loss followed in the next game 
against the Mustangs of David Lipscomb. With changes 
in the lineup, MBA then defeated Hillsboro 12-7 in the 
following game. The offense continued to be on fire with 
hits by Michael Brooks, Scott Burrow, Glenn Harris, and 
David Daniels. The Junior Varsity continued with a sweep 
of a double header against Beech High later in the week. 
In the first game, “Tiger” Harris hurled a great game as 
M BA won 3-2. The second game allowed Kevin King, who 
later joined the varsity staff, to pitch a strong game as the 
team won 4-3. The team ended its season with a 9-8 victo- 
ry over Battle Ground Academy. Tiger Harris returned 
with another excellent pitching performance, and Richard 
Arendale and Billy Lyell cracked two line drives off the 
fence. Other contributing members include Joe Under- 



Taking a break during practice in Florida 

wood, Chris Vlahos, and Billy Crawford. With the gradu- 
ation of several starting seniors, the Junior Varsity should 
have the opportunity to start as varsity members next 
year. 
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Microbe Baseball 



Back: Will Berry, Bo Bartholomew, David Corts, Ben Nimmo, Coach Thoni, John Teeter, Eric Crawford, Brent Miller, Ryan Tyrrell, R. A. Dickey; 
Front: Jason Willis (manager), Greg Holyfield, Jody Commings, John Arendale, Stephen Phillips, Michael Ligon, Trent Batey, Tom Springer 


The 1988 Microbe Baseball team will go down as one of 
the best ever. The Little Red began the season with three 
straight wins including a gratifying win over rival FRA. 
The Little Red then put their undefeated record on the 
line at Northside and came up short in an action packed 
16-13 thriller. After that, behind the leadership of Coach 
Joe Thoni, the Little Red rallied to go undefeated the rest 
of the year and claim the H VAC title on the last day of the 
season in an exciting 3-1 win over Arch-rival Ensworth. 

The team was paced throughout the year by the pitching 
of John Teeter and R. A. Dickey and the powerful hitting 
of Eric Crawford and Ryan Lynell. Ben Nimmo had an 
exceptional year at catcher, routinely throwing out would- 
be base-stealers. Infielders David Corts and Brent Miller 
anchored down the defense along with Will Berry. Re- 
turnees for next year’s team are Will Berry, R. A. Dickey, 
and shortstop John Arendale. 


181 


Varsity Soccer 



Front: Chas Hewgley, Drew Heitzler, Justin Maestas, Chris Hall, Willie Johnson, Drew Healy, John Ford, Pat Harkleroad, Brett Stahlman, Bobby 
LaBrec, Jim Morehead 

Back: John Lanier, Brad Bishop, Chris Shea, John Smithwick, Josh King, Mark Lavigne, Leonard Warren, John Koon, Rob Murphy, Brandon Daniel, 
David Fletcher, David Bobo, Tom Gutow, David Mikell 


The Varsity Soccer team completed its season, having reached the region semi- 
finals, with a record of 6-7- 1 . The team fought hard to make it a winning season, but 
came up a little short in the end. 

The season, however, was not quite so gloomy as the record may portray it to be. A 
number of outstanding players added success to the team. David Fletcher — the 
MVP for the season, leading goal scorer with eight goals and four assists, and a good 
possibility to make all-state — led this group. Chris Hall, the second leading goal 
scorer, and Tom Gutow, a strong defender, also had good years. Willie Johnson had a 
fine year in goal with a brilliant shutout versus McGavock and an excellent game 
against Overton, both in the Region tournament. David Bobo also played well this 
year, especially in the tournament match against McGavock, in which he scored the 
only goal for the win. 

The team this year was a relatively young one with four sophomores and one 
freshman, Justin Maestas, a powerhouse of the midfield, starting most of the games. 
Brett Stahlman, one of the sophomores, was brilliant in the match versus Hillsboro, 
heading in the only goal for the win. Another promising sophomore was John Ford, 
who scored the winning goal against Clarksville with scant seconds left in the game. 
The team will lose only four starters to graduation, which should give Coach Lanier a 
chance at developing the young talent. 

In hindsight, the season was one of ups and downs. One thing is for certain, though: 
this team worked hard and showed a great amount of dedication throughout the 
whole year, and because of their hard work and their desire to do well, this team was 
definitely successful. 


182 








m 


y 










' ^ I? V 










184 


Microbe Soccer 



Back: Jeremy Stone, Trent Batey, Matthew Simpson, Derek Van Mol, Paul Moser, Eric Ericson, Sean Murphy, D.J. Salinas, Trip McLaughlin, Andy 
Russ, Kyle Smithson, Coach Lanier; Front: Ben Curtis, Warren Conally, David Wyckoff, Andy Stoll, Michael Ligon, Kirke Martin, Julian Bibb, Matt 
Zibas, Hal Pickel, Wesley Schiel 

The Microbe Soccer team had a successful season under the excellent leader- 
ship of Coach Lanier. The team compiled a 7-4- 1 record and finished second in 
the HVAC tournament. Under the leadership of captains Eric Ericson and 
Andy Stoll, the team had impressive victories over Ensworth, BGA, and Page 
during the regular season, including a 3-2 comeback victory over BGA. Going 
into the HVAC tournament, MBA was seeded third. They faced Grassland in 
the first round, and they avenged an earlier loss to Grassland in an exciting 1-0 
win in which the only goal was scored by Andy Russ in a shootout. MBA then 
went on to face Brentwood Middle School in the championship, and although 
the Big Red played well, they fell just short with a 1-0 loss to the Vikings. 

Several players played key roles in the success of this year’s team. Michael 
Ligon and seventh grader Kirke Martin played well at goal this season; An- 
dyRuss, Andy Stoll, and Trent Batey led the explosive offense; and Eric 
Ericson, Paul Moser, and Warren Connally baffled opponents with their tal- 
ented defense. With the return of many key seventh graders to next year’s 
squad, the future of Microbe Soccer looks very bright. 
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Varsity Golf 



Front: Will Van Derveer, Michael Shears, Rhoads Hall, Robbie Westermann Back: Jay McKnight, Rick Barksdale, Steve Matthews, Jim Norris, Ward 
Chaffin; Not pictured: Brannan Atkinson 

The 1 987-88 Varsity Golf team was one that will always be remembered by those involved 
in the successful season. The team had all five of its players returning and a berth to the 
TSSAA State High School Golf Tournament seemed inevitable. The team started the 
season with a victory over Father Ryan shooting a ten-over par total of 154. The team’s 
members felt they could play better, however. They did. In a match against Franklin, 

MBA posted an incredible one-over par total of 145. This year’s team compiled regular 
season record of 17-1 as different people represented MBA in matches. The top five plaers 
who would represent the team in post-season play were seniors Michael Shears, Jay 
McKnight, Brannan Atkinson, and Robbie Westerman, as well as junior Rhoads Hall. 

The team began their quest for the state title with a win in the district tournament 
defeating its closest competitor, Hillsboro, by 59 strokes. Brannan Atkinson and Rhoads 
Hall led the Big Red with a pair of three-over par scores of 75. Shears shot 76 and 
McKnight shot 78 for a team total of 304. The following week, the team went to the region 
where the Big Red had to face the only team that had beaten them all year — Franklin 
Road Academy. After nine holes of play in the eighteen-hole tournament, MBA had only a 
four shot lead. However, the Big Red fought hard down the stretch to edge FRA. Individ- 
ual scores were McKnight, Hall, and Atkinson with 78’s and Shears with an 80. The next 
week the team traveled to Henry Horton State Park for the state tournament. On the first 
day, MBA “linksters” struggled to shoot a total of 330 which placed MBA in a tie for 
fourth. Being thirteen shots out of first place, the team sensed disaster. That night the Big 
Red had to decide whether to give up or whether to go down fighting — the decision was 
unanimous. With rejuvenated spirits, MBA made a charge at the goal that had been 
barely slipping away. Shooting a strong final day team total of 309 (the best one-day total 
of the tournament) the Big Red closed the gap on all but one. On the final day, MBA had 
passed three teams and gained seven shots on the eventual winner Memphis Briarcrest. It 
seems only fair to congratulate seniors Michael Shears, Jay McKnight, and Brannan 
Atkinson who truly showed tremendous leadership as they brought home the 1987 
TSSAA State Runner-Up trophy to “the Hill.” 
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Varsity Tennis 



Front: Andy Underwood, Bill Cherry, Frank Drowota; Back: Leighton Thomas, Sharpe Belote, Sterling Price, Arthur Henderson 


The 1 988 tennis team had a season that could be defined as both successful and disappointing. As expected, they won both 
the district and regional titles; however, the loss of two key players from last year’s state title team was evident as the 
team’s dual match record slipped to a disappointing 10-5. 

This year’s team had several good players but lacked tough tournament experience as only one player had ever competed in 
a state tournament. The top seven on this year’s team were seniors Sterling Price and Arthur Henderson; juniors Bill 
Cherry, Frank Drowota, and Andy Underwood; and sophomores Leighton Thomas and Sharpe Belote. Backing up the 
starters were several good underclassmen who will play important roles in the years to come. 

The first major test for this year’s team came in the 32nd annual Rotary Tournament in Chattanooga. The Big Red played 
well, despite some questionable draws. Underwood and Price advanced to the semi-finals, while defending state champion 
Cherry brought home the §\ singles crown with three impressive victories over some of the best players in the south. 
Overall, the team finished in third place out of eight quality teams. 

After a disappointing finish in MBA’s Carter Invitational, the team prepared itself for the District tournament at MBA. 
Representing the Big Red were Bill Cherry and Arthur Henderson in singles and the teams of Underwood/ Drowota and 
Thomas/Belote in the doubles competition. Both finals pitted MBA vs MBA. In the finals. Cherry defeated Henderson in 
an exciting match 6-4, 7-5. In the doubles final Thomas/Belote were victorious in a tough three-set match. 
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By winning the district title, the team advanced to the regional team semi-finals against FRA. The Big Red played 
extremely well and defeated the Rebels 5-0. In the final, MBA was scheduled to meet Whites Creek, but the Cobras were 
forced to forfeit the region title to the Big Red because of the use of an illegal player in their semi-final win. This win gave 
the team a berth in the sub-state round against Hendersonville. Once again MBA exhibited its dominance over mid-state 
teams with another 5-0 shutout. In the “Final Four,” MBA met Memphis University School. In this match the magic 
ended for the Big Red as they were defeated 4-1 in the best of seven match. By losing in the semi-finals, the team finished 
the year as either the third or fourth best team in the state. 

In the individual Region tournament. Cherry won his third consecutive Regional title. In the doubles final it was once 
again MBA vs MBA and once again Thomas/Belote defeated Underwood/Drowota in an exciting three-set struggle. 
These five players moved on to the state tournament which was run separately from the team state tournament. 
Unfortunately, both doubles teams were defeated in the first round. That left only Cherry who was trying to win his third 
straight state title. He began in impressive fashion by winning his first round match to advance to the long-awaited 
rematch with Matt Turner. Supported by a vocal crowd. Cherry won the first set 6-4. In the second set. Cherry led 2-1 
when the crowd got to Turner. He responded with a series of obscene gestures directed at the MBA crowd, and he was then 
pulled off the court by his coach and father because of his actions. In the semi-finals. Cherry won an extremely exciting 
match to give him the opportunity to defend his title in the final. His opponent in the final was Germantown s Chip Sterns. 
In another close match, fatigue, cramps and the big serve of Sterns were too much for Cherry to overcome as he was 
defeated 4-6, 6-2, 3-6 in front of another vocal and pro-MBA crowd. Next year’s team will once again lose two seniors and 
will have to look to several younger players to fill this void. Hopefully the streaks of District and Regional titles will not be 
broken and Cherry will be able to regain his state title. 




Microbe Tennis 



Top: Mr. Moxley, David Fitzgerald, Greg Jones, Eric Ericson, Jackson Wray, Roy Alley; Bottom: Willaim Rice, Andy Stoll, Malcolm Sewell, Ben 
Curtis, Matthew Simpson 

The Microbe Tennis team is, as many of the MBA teams this year have 
been, the best in recent history. They have played well and have amassed a 
perfect record in team wins. These boys have a good future as a solid back- 
up to the present Varsity as they become freshmen. 

The team has been led by Andy Stoll, who had an undefeated record, 

Jackson Wray, and David Fitzgerald. In addition, Malcolm Sewell and Roy 
Allen (#1 doubles) and Matthew Simpson and Eric Ericson (#2 doubles), 
completed this incredible group of athletes. The alternates include Greg 
Jones, Ben Curtis, and William Rice. 

The Little Red’s season began with a clean sweep of all five matches played 
against FRA. The team continued the 5-0 match record as they defeated 
Brentwood Middle School, BGA, Brentwood Academy, and Ensworth. 

Although Baylor is a major force in tennis, their junior high team fell to the 
MBA Microbes, who defeated them 13-1. Morever, the Little Red defeated 
Baylor a second time at Baylor 12-2. 

The tennis team finished the season with an undefeated record as they 
claimed victories over McCallie 15-0 and Mt. Juliet 9-0. They finished the 
regular season having won 74 out of 77 individual matches. 
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Varsity Track 



Front row: Rabin Nimmo, Rob Archer, Alden Smith, Andy Patterson, Chad Enders, Tommy Vandever, Jason Burroughs; Middle row: Renard Francois, 
Keith Ikard, James Gooch, Rob Barrett, Richard Speight, Lanson Hyde, Kurt Gilliland, Steve Jobe, Casey Jones, Jason West; Top row: Jay Joyner, 
Worcester Bryan, Michael McNally, Demetri Patikas, Emmett Russell, Steve Zibas, Todd Wise, Alex Waddey, Dan Brooks, Edgar Bueno 

Once in a blue moon a group of people comes along and stuns everybody with their success of defying the odds. Such was 
the case for the 1988 Varsity Track team. This team was by far MBA’s best ever. The squad of 33 members managed to 
place fourth or better in every meet they ran in this year, but the real accomplishment was winning the Region III-AA 
Championship. Throughout the entire season each individual runner and relay team showed signs of greatness. 

The highlight of the year came on Friday night, May 6. Every coach in Nashville expected MBA’s track team to win the 
Region, and they did in great style. Demetri Patikas and Michael McNally placed second in the shot put and pole vault, re- 
spectively, and their performances qualified them for the State Meet. Steve Zibas also qualified for the state meet by 
placing first in the 1600 and breaking his own school record with 4:22.7. Emmett Russell placed third in the long jump and 
high jump and Edgar Bueno placed sixth in the discus. During the course of the meet the relay team of McNally, Patikas, 
Russell and Barrett broke the previous school record in the 400 M relay with a time of 43.4 seconds. The 800 M relay team 
of McNally, Patikas, Russell, and Alden Smith broke the school record with a time of 1:30.7, but the meet was captured 
with the gallant and courageous effort of the two-milers. Steve Zibas won the 3200 M to tie Hunters Lane, but Keith Ikard 
and Casey Jones clinched the victory by placing in the top six. The meet was now firmly in the hands of MBA, but the relay 
team of Barrett, Russell, Patikas, and Alden Smith broke one more school record in the 1 600 M relay while placing fourth 
with a time of 3:25.3. 

The last meet of the year found three of MBA’s 33 present at the State Meet. Demetri Patikas was recognized as one of the 
top eight shot putters in the state of Tennessee. McNally placed third in the pole vault and extended his own record to 14’. 
Finally, MBA’s heartthrob, Steve Zibas, placed fourth in the 1600 M. Not satisfied with his performance he went out and 
ran a strong 3200 M and won the race. He and the rest of the 1 000-plus crowd was shocked to discover that he had been dis- 
qualified for possibly stepping on the little yellow line. Still, Steve was first in the hearts and minds of all at MBA. During 
the final week of track, Emmett Russell and James Gooch represented MBA in the State Decathalon for the second year. 
Finally, the five seniors: Michael McNally, Emmett Russell, Demetri Patikas, Rob Barrett, and Steve Zibas all received 
Coach’s awards in track. Together they compiled over half of the team’s total points. These five and the rest of the class will 
certainly be missed, but the future of the MBA track team looks very promising. 
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PEDFDRMANCE 










Freshman Track 



First row: Brad Downs, Keith Ikard, Alex Waddey, Keith McCarty, Logan Fortner; Second row: Lance Carney, Brian Norment, Casey Jones, George 
Rietz, Graham McRedmond, Rob Lance; Third row: Jeff Buntin, Walter Southwood, Cabot Hyde, Martin Jones, Phillip Avant, Cary Brothers; Fourth 
row: Luke Davis, Taylor Mayes, Dudley Hammond, Richard Fitzgerald, Jeff Dunkerley, Daniel Cheek, Matt Poe, John Schweikert 


The 1 988 freshman track team was very successful posting a 5-0 
record and claiming first place in the city meet. Alex Waddey, 
who led the team by scoring 109 out of 544 points, was the city 
high jump champion with a jump of six feet. He also placed in 
the city long jump, 200, and 100, where he set a freshman record 
of 1 1 .4 seconds. The throwing events were handled by Matt Poe 
(43’ in the shotput) and Adin Lara (128’ in the discus), while 
Robert Echols continued the MBA pole vault tradition by win- 
ning the city meet with a vault of 10’6”. Keith Ikard and Casey 
Jones led the frosh by running consistent sub-5-minute miles 
and by contributing to the 4x800 relay, along with Rob Lance, 
Micah Bennett, and George Rietz. The spring relays were usu- 
ally composed of Hyde, McCarty, Avant, and Waddey. Walter 
Southwood excelled as MBA’s 400 meter dash man, while Dud- 
ley Hammon came through as a fine hurdler in the end of the 
season by finishing fourth in the city. These young “thinly- 
clads” will definitely add to the success of future varsity teams. 
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Microbe Track 



Back: Sachin Vaikunth, Justin Crosslin, John Wesley, John Trainer, Jarratt Bell, Tab Burkhalter, Bo Bartholomew, David Wyckoff, Matt Zibas, Ray 
Brooks, Kirk Brown; Front: Flagg Youngblood, Brandon Hulette, Suresh Gunasekaran, David Frazier, Alan Sundell, Sanjay Shenai, Jason Barton, 
Bobby Zapf, Flal Pickel 


This year’s microbe track team had a season of vast improvement. They 
peaked at the right time with a strong third place finish in the HVAC Relays. 

The team struggled in the early part of the season. Unsure of who could do 
what event, coach Gaither reshaped his sprint people and relay team and kept 
his consistent long distance runners. The meets were always exciting with 
MBA challenging the competition, and as the season progressed the team’s 
potential was discovered. Consistent performances were turned in by Carter 
Baker, Bo Bartholomew, Hal Pickel, and Justin Crosslin, and the spring relays 
also improved throughout the season. The microbe team finished with a 9-3 
regular season record. 

The season culminated with the HVAC Relays held at the Harpeth Hall track. 
This meet was filled with some suprising first and second place finishes and 
some third and fourth place finishes. In the field events. Carter Baker finished 
first in the high jump and Bo Bartholomew finished first in the shot put. The 
running events were also successful in the eyes of coach Gaither. Julian Bibb 
finished fourth in the 400, Hal Pickel finished second in the 800, and Justin 
Crosslin finished third in the mile. The relays consisted of Andy Russ, Eric 
Crawford, Paul Moser, and Jackson Wray, and both the 4x100 and 4x200 
finished second. 

It was a productive year, and all the team members worked hard and improved 
greatly. Thus, the future of next year’s microbe and freshman teams looks very 
bright and promising. 
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Rifle Team 



Bottom row: Eric Falk, Hunt Nichols, Jim Abernathy, Thayer Smith; Top row: Greg Parker, Kelsey Fitzpatrick, David Lockyear, Richard Fitzgerald, 
David Moroney, Todd Anderson, Coach Stevens 


The MBA Rifle team had a very successful 1987-1988 
season. The varsity team members were Hunt Nichols, 
Eric Falk, Jim Abernathy, Thayer Snith, and alternate 
David Lockyear. The B-team members were Todd An- 
derson, Richard Fitzgerald, Kelsey Fitzpatrick, Greg 
Parker, Bryce Hillis, Johnny Lamb, and David Mor- 
ony. In all of the three regular season matches, the 
MBA varsity team placed second; however, MBA cap- 
tured first in the league championship with team cap- 
tain Hint Nichols placing first individually as well. In 
the state meet, Thayer Smith placed fourteenth, Rich- 
ard Fitzgerald placed eleventh, Jim Abernathy placed 
third, and veteran state champion Hunt Nichols placed 
second. In the team competition, the varsity team 
placed second and the B-team tied for sixth place. With 
three of the four varsity shooters returning next year, 
the rifle team expects excellent results in the 1988- 
1989 season. 
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Swimming 



Front row: Brad Bell, Robb Ludwick, Tommy Hayes, Brent Cummings; Second row: Pieter Foster, Scott Yates, Warren Downs; Third row: Tom 
Benning 


The 1987-88 MBA Swim Team ended its third successful season this past February. Starting last October, 
the swimmers began daily practice under Nashville Aquatic Club coaches hoping to surmount last year’s 
accomplishment of second place in the Mid-State Conference. The MBA team had several dual meets 
before Christmas, and Father Ryan and Gallatin were unable to beat the well practiced Big Red. After 
Christmas, the Big Red suffered its only loss to Brentwood High, a team which practices year-round and has 
several swimmers capable of Junior-Nationals competition. The Conference meet on January 30 was 
MBA’s opportunity to shine, and the swimmers performed very well. Even after having missed a week of 
practice because of exams, MBA placed a strong second out of nine participating teams. Earning points for 
MBA were: Brent Cummings, first in the 100 breast (breaking his own Conference Meet record) and first in 
the 1 00 fly; co-captain Tommy Hayes, fifth in the 1 00 breast; Pieter Foster, fifth in the 1 00 free and seventh 
in the 100 back; co-captain Robb Ludwick, third in the 200 IM and fifth in the 100 back; seventh grader Bo 
Sundius, fifth in the 100 fly; and Tom Benning, fifth in the 500 free. Others participating were Rally Dupps, 
Donnie Scurlock, Jay Joyner, Allen Sundell, Howard Rietz, Bobby Zapf, Scott Yates, Brad Bell, and Matt 
Foster. 

Three weeks later at the State Meet in Knoxville, Brent Cummings placed seventh in the 200 IM and fourth 
in the 200 breast. Though not officially placing, Ludwick, Hayes, Joyner, Bell, Benning, Yates, and Foster 
also swam well and posted several personal best times. Each of these first mentioned had to qualify by time 
at some point during the regular season. All but four swimmers will be returning next year, so a good 
performance is expected from a team that has gained much. 
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Homecoming 



Homecoming Court: Front Row: Martha-Ashley Fuson, Carter Murray, Ramie Smith, Catherine Creagh, Amy Hendrick, Katherine 
Kennedy, Lillian Roe; Back Row: Paul Moffat, John Overfield, Rob Archer, Bill Hitt, Jim Norris, Jay Riven, Seth Asher 


A 1974 Mustang — the ultimate prize for selling the most Spaghetti Supper tickets 
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Assemblies 



Mrs. Crosslin incites students to sell Spaghetti Supper tickets. 
A former student talks about his struggle to overcome drugs. 



204 




Dr. Green talks about AIDS. Dr. Neergaard jams at his annual concert. 

“Is there a Trukie Ogden in the audience?” 


* A 
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Wendell Harmer plays the harp. 


Edgar Bueno prepares to tap for Totomoi. 


Joe Rodgers, U.S. Ambassador to France 
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Drama 



Cast members of ARMS AND THE MAN: Prescott Glynn, Robyn Growdon, Sarah Ruccio, Jason West, Jennifer Debs, Richard 
Speight, Jay Riven; not pictured: Brad Griffin 


This year, Montgomery Bell Academy’s theater director, Jim Poston, made a change in the year’s annual 
production; this year, he decided to do a drama instead of a musical. The play he chose was George 
Bernard Shaw’s comedy ARMS AND THE MAN. The cast consisted of Richard Speight, Jason West, 
Jay Riven, Prescott Glynn, Sarah Ruccio, Robin Goodwin, and Jennifer Debs. Brad Griffin was also in 
the play, but he got extremely sick the weekend of the performance and had to be replaced by a quick- 
thinking Prescott Glynn, who had to perform both Brad’s role and his own. The set was built entirely by 
Jason West, Prescott Glynn, and Mr. Poston. Overall, the play was a success. True, not many people 
attended the performances, but that was expected. What wasn’t expected was the bond formed between 
the cast members. Together, they put on a successful show and reached personal goals in their acting. If 
the success of a play can be measured by the fun had by the cast members, then this production couldn’t 
have been better. 
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Art Shows 

Every year, under the direction of Jim Womack, MBA hosts a variety of generally well-received art shows for the 
student body and the public. This year, however, the shows were of exceptional quality. 

The first show was in late October. It exhibited the portrait sculpture of Elizabeth Early McGaw and the 
watercolors of Ellen Russell Sadler. The show remained on display in the balcony of the library until November 6. 
The response to the show was encouraging, but generally the students seemed to prefer the sculpture. In any case, 
the show was not geared to a youthful audience. 

In stark contrast was the Myles Maillie exhibit in March. Maillie’s work is typified by wild, extravagant contrasts 
of form and color, and most people love his work. He is a very public artist, having painted Metro buses, murals, 
cafes, and other various and sundry things — not to mention his outrageously popular T-shirts and sweat shirts. 
As expected, the show was an incredible success, arguably the best show that MBA has ever had. 

The final show was the student art show in May. This was the largest and best student show in many years. 
Although three of the strongest artists, Sean Dudley, Todd Wise, and David Bobo, have graduated this year, the 
work of Jim Haynes, Chris Horstmann, David Lockyear, and others promise to provide direction for the future. 

In all simplicity, the best way to describe the MBA art shows in 1988 is “truly impressive,” or “groovy,” if it 
strikes your fancy. 


Prom 

After two years of planning, financing, and 
working toward that extravagant social event 
— the 1988 Prom — the juniors pulled off one 
of the best dances in MBA history. This year’s 
bold yet subtle theme “Make Your Date Pay 
For Dinner” was brilliantly instilled in the set, 
stage, and all around the gym. The Senior 
Wall of Fame, an amazing touch added by the 
five-year and running President Mr. John 
Smitwick, was inspired and admired by the 
overcome senior class. A teary-eyed Edgar 
Bueno said, “I’m touched.” 
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The Weenie Bowl 

It was a cold and rainy autumn day as the two teams took the field for what was to be hours of long grueling com- 
bat. The golf team took the early advantage by pinning the cross-country team deep in its own territory thanks to a 
masterful kickoff by the senior golf star Jim Norris. Two plays later the state runner-up golf team, decked out in 
the home technicolor jerseys, got to cross-country star Steve Zibas for a safety. 

After the ensuing punt by the cross-country team, the golf team, led by the strong blocking of junior longsnapper 
Rick “The Bud Man” Barksdale and fellow trenchman Banks Link, started its long drive toward the opposition’s 
goal. Quarterback Patrick Keeble repeatedly hit his surehanded receiver core of Jay McKnight, Michael “The 
Pipe” Shears, Kevin Young, Rhodes Hall, and Steve Mathews for key receptions. Then it was second down and 
goal to go at the ten when Jim Norris snuck into the endzone past a streaking Jay Binkley on a naked bootleg to in- 
crease the golf team’s lead. Norris then added the extra point to make the score nine to nothing. 

On the following kickoff the golf team again pinned the cross country team deep in its own territory. After a quick 
Jason Burroughs run it looked as if the cross country team was on the move, but the golf team defense quickly 
toughened under the senior leadership of Ward Chaffin and Will VanDerveer. The golf team defense simply 
overpowered the smaller cross country team and again received the ball of a Steve Zibas punt. 

The Linksters again drove down the field despite being hampered by penalties called by Mr. Zaborowski, who 
willingly refereed the game in the cold, misty weather. Still, the golf team, sparked by excellent blocking by 
juniors Rhodes Hall and Rick Barksdale, managed to get the ball in scoring position. Unable to penetrate the 
cross-country team’s tenacious defense, the golf team settled for a Jim Norris field goal that was held by senior 
Robbie Westermann. The half ended with the golf team leading 12-0. 

The second half proved much less eventful with neither team being able to score. The cross-country team was 
continually hampered by the rushing of Ward Chaffin, Rhodes Hall and Rick Barksdale. Despite the leadership 
of talented quarterback Jason Burroughs and the powerful blockers Keith Ikard, Jay Binkley, and Mr. Pruitt, the 
cross-country team was unable to score as the day grew colder and darker and the rain continued to fall on the 
field. Thus, the golf team prevailed for the fourth year in a row, once again proving its dominance over the cross- 
country team. 



Bike Race 



On May 10, eight teams competed in the fifty-lap 
BELL RINGER Bike Race. Although Kick Axe, 
composed of Ben Tate, Edgar Bueno, Richard 
Speight, and John Smithwick claimed victory, the 
actual winners were Andy Patterson, Lanson Hyde, 
Brad Bishop, and Chad Enders — known as the 
Byronic Heroes. The Trukmen, a team of Paul Mof- 
fat, Rob Archer, Todd Wise, and Kurt Gilliland, 
claimed victory in the unsanctioned tandem division 
in which a double-seat bike is used. In spite of al- 
leged corruption in the lap-counter and Patrick Rob- 
erts’ bone-crushing wreck, the multitude of specta- 
tors enjoyed this year’s entertaining bike race. 












Spring Break 



Les Voyageurs; top row: Edgar Bueno, James Hill, Kurt Gilliland, Charlie Hailey, Dr. Gaffney, Rebecca the tour guide, George 
Adams, Mrs. Christeson, Will Van Derveer; bottom row: Steve Anderson, Johnny Lamb, John Overfield, Ward Chaffin 






Carl Mack — the xylophone player. 







Organizations 





Honor Council 


Front row: Robb Ludwick, Frank Bass, Alex Rice, Steve Jobe; Second row: Logan Fortner, Jay Riven, Billy Crawford, George 
Clements; Back row: Matt Bumstead, Andy Patterson, George Crawford; not pictured is Junior School representative Jackson 
Wray 


The Honor Council is regarded as one of 
Montgomery Bell Academy’s finest institu- 
tions. Founded in 1945 by Dr. R. L. Sager, it 
has enforced the Honor Code which states that 
no student shall lie, cheat, steal, or deceive. 
The Honor Council is run completely by stu- 
dents elected from each class of the school. 
There are four senior officers, three juniors, 
two sophomores, two freshmen, and one Junior 
School student. This year’s Honor Council 
was fortunate enough to be under the direction 
of Mr. Bondurant, who assisted with the offi- 
cers’ difficult cases. 

The Honor Council operates by hearing cases 
brought before it, determining guilt or inno- 
cence of the accused, and, if the accused is 
found guilty, declaring a punishment suitable 
for the offense. The council this year was led 
by Steve Jobe, Jay Riven, Robb Ludwick, and 
Alex Rice. 
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Student Council 



Front row: Nate Sewell, Jim Norris, Richard Speight, Edgar Bueno, David Spickard; Second row: Drew Robison, John Smithwick, John Henry 
Rice, Billy Frist; Back row: Renard Francois, Dan Brooks, Walter Southwood, Keith McCarty, De Thompson, Tate McDaniel 


This year was one of great change for the student council. First of all, Richard Speight, MBA’s beloved president, 
was the shortest, most unathletic president ever to reign, as well as maintaining one of the lowest grade point 
averages in the history of the office. (He’s not stupid, mind you. It’s just that the previous presidents had extremely 
HIGH gpa’s.) Also, the other senior officers had one syllsable names Ed (Bueno), vice-president; Jim (Norris), 
secretary; and Dave (Spickard), treasurer. Odd, isn’t it? The world is a crazy, kooky, kinda place. 



As far as accomplishments go, this year’s council was very produc- 
tive. Of course, they continued their work at the soup kitchen, 
feeding Nashville’s hungry and underpriviledged. More impor- 
tantly, the council started a project, led by v.p. Edgar Bueno, to add 
an additional trash can to the lunch room. After weeks of public 
debates, the council was successful in breaking the two trashcan 
barrier. Also, this council started a new tradition by being the first 
to make full use of the wipe-away board in the Roberts Room. This 
was a group of real trail blazers, wouldn’t you say? All in all, the 
student council did a very good job in maintaining traditions and 
creating new ideas. Primarily, a lot of fun was had by all involved. I 
know for a fact that Richard Speight had a great time and is proud 
to have held the office of President at so fine a school as Montgom- 
ery Bell Academy. 
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Totomoi 



Front row: Jay Riven, Matt Bumstead, Rob Barrett, David Spickard, Jay Knowles, Richard Speight; Back row: Bill Penuel, Kurt Gilliland, 
Jim Norris, Braxton Perkins, Emmett Russell, Steve Jobe, John Smithwick, Edgar Bueno 


In 1954, Dr. Richard L. Sager established Totomoi, an honorary fraternity representing 
the highest achievement of an MBA student. This fraternity was founded with the intent 
to recognize those students who have achieved excellence in at least three of the following 
areas: athletics, citizenship, dramatics, forensics, organizations, publications, scholarship, 
and student government. By upholding the motto of “Honor, Loyalty, and Service,” 
members of Totomoi serve as model students and citizens to the school and community. 

Edgar Bueno, Steve Jobe, Jay Knowles, and David Spickard tapped five new members in 
the winter tappings on March 9. The new members were Braxton Perkins, Kurt Gilliland, 
Bill Penuel, Rob Barrett, and Richard Speight. The nine students of Totomoi then had the 
job of honoring six more members during the spring tapping of April 28. Seniors Jim 
Norris, Jay Riven, and Emmett Russell; juniors Matt Bumstead and John Smithwick were 
all presented pins for membership into Totomoi. The most applause came with the tapping 
of Mr. Bondurant. A standing ovation was only fitting for a man who had given so much of 
himself to MBA. 
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Totomoi had another productive year with deserving students reaching the highest honor 
on the Hill. This fraternity shows what kind of students and leaders MBA is able to mold 
and why MBA is so well respected. 




Service Club 



Left to right: Seth Asher, Jay Riven, John Israel; Upside-down: Edgar Bueno 

This year the Service Club enjoyed magnanimous success under the leadership of President Edgar Bueno, Vice- 
President Seth Asher, Secretary John Israel, and Sergeant-at-Arms Jay Riven. As one of the most important 
organizations at MBA, this year’s Service Club made tremendous efforts in aiding the school and community. 
The year began on a promising note with an increase of membership from last year by 1 5 members. A “point” sys- 
tem was also instilled by Edgar to ensure equal work for all members and an easy way to locate those members 
who were too shy to volunteer their help. 

The Service Club started early in the year with the first Varsity football home game. The next big job came with 
the Belle Meade Mansion Fall Fest. 

With winter came the Shriner’s Paper Sale, Salvation Army Holiday Distribution, and numerous home basket- 
ball games. In the course of three hours. Service Club members in Green Hills harassed and awoke enough people 
to raise $250 for the Paper Sale. The next job was with the Salvation Army, which was, according to Edgar, “the 
most rewarding work of the Service Club.” Just about all Service Club members were able to see a different sort of 
holiday season in the Salvation Army Warehouse. The winter also meant basketball games to the Service Club. 
Coach Bennett was able to concentrate even more on the game plan while knowing ticket sales and gym clean-up 
would be handled with adeptness and proficiency. 

With the busiest season ever, the Service Club cruised into the spring season with work already awaiting them. 
The Service Club was fortunate enough to be part of the first annual Tennessee Society to Prevent Blindness Eye 
Contest. While the job may have seemed monotonous at times, it did bring a lot of needed awareness to a very seri- 
ous problem. Once again members had to awaken one early Sunday morning to collect donations for the Palm 
Sunday Paper Sale to benefit the Childrens’ Hospital. The final job for the Service Club was helping the school 
hold the TSSAA State Track Meet. Many eager workers helped with ticket sales and program selling. 

Next year’s Service Club has a hard act to follow, but under George Crawford the members should have no 
trouble in sustaining the success of this year’s Service Club and continuing the tradition of the MBA Service Club 
as one of the most productive and respected organizations. 



Chorus 



* -^0*. 




The animated chorus entertains a crowd in Wallace Hall 



Throughout the 1987-88 school year, the mem- 
bers of the MBA chorus delighted various audi- 
ences. Under the leadership of director Michael 
Kemp and accompanist Marion Ross, the chorus 
rose to new heights. With outstanding senior 
leadership, including that of most improved cho- 
rus member Bill Penuel and most outstanding 
member David Spickard, the group was able to 
explore new sounds and tougher pieces. The 
group opened its year with a short program, “A 
Touch of Love,” which included exciting songs 
from the ’70’s and some dazzling choreography. 
The chorus then entertained several groups at 
Westminster Presbyterian Church with a touch- 
ing Christmas program, the highlight of the year. 
Soloists in the concert included Mike Seshul, 
Brad Griffin, Jeff Owen, Patrick Roberts, Bill 
Penuel, and piano soloist David Spickard. The 
chorus then rounded out its year with rousing 
performances at the Father-Son Banquet and 
Commencement. The group of between fifty and 
sixty was chosen from an auditioned core of 1 10 
men; one can truly say that this was one of the 
greatest choruses ever. 






Cum Laude 


Left to Right: Charlie Hailey, Bill Penuel, John Hayes, Rob Archer, Jim Norris, Braxton Perkins, Robb Ludwick, Matt Bumstead, Steve 
Jobe, Jay Binkley, Chas Hewgley, Chad Enders, Brian Hassler, David Chen, Jason Burroughs, David Strayhorn, John Overfield 

Junior Honor Society 

Front Row David Wyckoff, David Lott, Seth Robertson; Second Row: Alan Hassler, Eric Falk, Babu Paruchuri; Third Row; Mauro 
Mastrapasqua, Casey Jones, John Dunkerley, Jackson Wray; Back Row: Wally Jones, Eugene Park, Andy Coulam, Kevin Kruse, John Koon, 
Brian Norment 



Cheerleaders 



Front row: Marsha Ivey, Carter Murray, Cappy Monk, Beth Sullins, Jennifer Rose, Eleanor Jones; Back row: Lyle McDonald, Paul Moffat 
John Overfield, Bill Hitt, Rob Archer, Park Thomas 

The 1987-88 Varsity Cheerleaders, behind the able leadership of sponsors Mrs. Ina Hitt and Mrs. Judy Owen, 
cheered their way through two successful athletic seasons. Although the work was sometimes a little tough, the 
four captains. Bill Hitt, Beth Sullins, John Overfield, and Cappy Monk always seemed to keep the squad together. 

1 The successful cheering would not have been possible this year without the great crowds that attended both the 
football and basketball games. Although the crowds were lacking at the beginnings of both seasons, they started to 
pick up when individuals such as Dulla, Bondo, and Chops began to show everyone that the games were the places 
to be for anyone who is anybody. Next year’s senior class faces a definite challenge of trying to equal the great sup- 
port shown by this year’s seniors. 






Debate 



Front row: Burt Fulmer, Tom Rogers, Braxton Perkins; Middle row: Willie Gray, Bill Sastry, Deepak Raja, George Ewing, Hal Jones, John 
Butler, Joon-Ho (“Eric”) Yu, Craig Davis, Babu Paruchuri, Eugene Park; Back row: John Lamb, Wally Jones, John Hays, Brad Griffin, 
Prescott Glynn, Jonathan Reeve 


Once again, the MBA debate and forensics team 
enjoyed a very successful year. Under the leader- 
ship of captain Tom Rogers and co-captains 
Braxton Perkins and Burt Fulmer, the team fared 
well in both national and local competitions. 

MBA’s top varsity teams consistently proved to 
be among the best in the nation. The top team of 
Tom Rogers and Braxton Perkins placed second 
at Wake Forest, fifth at Bronx High School in 
New York, fifth at St. Mark’s School in Dallas, 
ninth at Emory University, and first at the Uni- 
versity of Mississippi. In stiff round robin compe- 
tition, Tom and Braxton placed fourth in the 
Glenbrook Round Robin and fifth in the Baylor 
University Round Robin. Burt Fulmer and Jay 
Kahlon placed fifth at Wake Forest and fifth at 
Northwestern. Jonathan Reeve and David Chen 
won fourth place in a Louisiana Round Robin. 

Individually, Tom Rogers won second speaker at 
Baylor and Glenbrook South. Braxton won at the 
University of Mississippi and Homewood High. 
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Burt was first at Vestavia High, and Jay was first 
in the High Point Round Robin in North Caroli- 
na. 

For the third consecutive year, Tom Rogers won 
the state championship, this year with Joon-Ho 
Yu. In NFL District competition, MBA swept 
the debate slots, as Perkins/ Rogers and Fulmer/ 
Kahlon received bids to compete in nationals in 
Nashville during June. In JV divisions. Reeve 
was first speaker. In novice division, Craig Davis 
and John Hays placed second at Wake. Davis and 
Babu Paruchuri placed fifth and sixth in speaker 
awards at the Iowa Novice Round Robin. 

In Individual Events, Prescott Glynn reached 
quarterfinals in oratory at Emory, while Brad 
Griffin placed fifth in interpretive reading. Tom 
Rogers won third in extemporaneous speaking at 
Homewood and won first place overall sweep- 
stakes by an individual in the tournament. 

Debate coach Billy Tate was elected to be a direc- 
tor of the National Forensic League next year. 

Finally, in the prestigious Speech Class Debates 
held at MBA, Chas Hewgley and Sterling Price 
proved to be the dominant team in 1987-1988. 


Jack Hart and Braxton Perkins plan Southern Bell Forum strategy as David Chen concurs with the results. 





Art Program 


Art. The very word seems to instill a grand sense of wonder or fear, depending on 
how frivolous one’s artistic inclinations are. Art ... is everywhere — in the birds, the 
trees, Buicks maybe — but especially at MBA. Okay, sure. Lots of people gawk and 
choke and make general fools of themselves at such statements, but let me tell YOU, 
Bob, it’s true. Other schools have a dazzling myriad of teacher-types, MBA has but 
one. But insofar as Art History or a grand expanse of general knowledge is con- 
cerned, one is enough. Mr. Womack is an invaluable asset to art at MBA — without 
him, you may as well write a theme. And those supplies . . . well, let me tell you: for 
one small department at the beginning of the year, you have unlimited use of 
seemingly unlimited supplies (Hey, 1 easily used thousands of dollars worth since 
I’ve been here). And anything that can’t be had, will be found/ordered/made or 
similarly acquired. 

So, Look, GUYS, Do Art. Be Art. The program at MBA is what you make it. As 
with everything, the potential is only in you. 
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The Bell Ringer 



Front row: Ward Chaffin, Will Van Derveer, Ben Tate, Kurt Gilliland, Jay Knowles; Back row: Robb Ludwick, Steve Jobe, John Hayes, 
Lanson Hyde 


Archives 



This year’s literary magazine, THE AR- 
CHIVES, was produced by seniors Sean 
Dudley, Jay Riven, and Ben Tate. The 
two issues were of a larger size complete 
with drawings, poetry, prose, and carica- 
tures of the senior class. The printing 
company, Francis and Lusky, were ex- 
tremely generous with their time and 
assistance. Dr. Batten returned for his 
third straight year as the advisor for AR- 
CHIVES. 
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FCA 



Matt Bumstead, Robb Ludwick, Emmett Russell, David Spickard 


The MBA chapter of the Fellowship of Christian Athletes was one the strongest ever. Under the 
firm leadership of President David Spickard and the officers: Vice-president Emmett Russell, 
Secretary Robb Ludwick, and Treasurer Matt Bumstead; as well as coach Ed Zaborowski. Pro- 
grams were varied, informative, and refreshing, including frequent skits and games as well as 
discussions and speakers. Highlights of the year included a joint meeting with Harpeth Hall and 
the appearance of an all-new Rappin’ Three (with Slick Spick), “Chubby Bunny” and champions 
Rhoads Hall and Sheldon Griffin, and the “Jump” skit, in which a cocky Greg Downer plummeted 
from a height of three feet. Speakers included Dr. Christian Niemeyer, Bob Ivey, and Coach 
Zaborowski. Discussions included witnessing, a two-part section on dating, obediance, and revela- 
tions. Another important aspect of the year was service and fund-raising. The group undertook 
such activities as sponsoring the Scott Hartman fund, Christmas Caroling, collecting food over 
Thanksgiving for the Second Harvest Food Bank, and participating in the Upside-Down Olympics 
for prevention of child abuse. Obviously the year was highlighted by variety, and consequently was 
very exciting. Next year there will be a new sponsor, as Coach Zaborowski returns to FRA, as well 
as new officers: President Matt Bumstead, Vice-President Drew Robison, Secretary Rhoads Hall, 
and Treasurer George Clements. Next year will surely be another exciting year for FCA. 
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Chess Club 



Front Row: Brad Bell, Trever Edwards, Mark Thrailkill, Chris Shea; Back Row: Richie Gann, Jon Nameth, Michael O’Hare, Jason West 


The MBA Chess Club began the year without a teacher-sponsor. With 
the determination of senior Trever Edwards and Mr. Bondurant a teach- 
er was found: Mr. David Mikell. Mr. Mikell set out with President 
Trever Edwards and Vice President Patrick Keeble to mold the Chess 
club into a competitive team. Under the tutoring of Chess Master and 
MBA alumnus Mark Ishee, the MBA Chess team was reborn. The 
team’s first competition was at the Crossville Scholastic Tournament 
where the team composed of Mark Thrailkill, Jason West, Chris Steele, 
Michael O’Hare, Lawrence Berman, Brad Bell, and Trever Edwards 
took fifth out of 13 teams from the state. The team then held a school 
tournament where team-member Mark Thrailkill showed why he was 
the best player on the team by winning the tournament, with Lawrence 
Berman placing second, and Lyle McDonald placing third. Showing 
great possibility in years to come, Ben Curtis won the Junior School 
division. All this practice and competition was designed to prepare the 
team for its competition in the state chess tournament held in Memphis. 
A team composed of Mark Thrailkill, Michael O’Hare, Chris Steele, 
Brad Bell, and Lyle McDonald placed an astounding second in the state 
in the Junior Varsity Division. The Chess club, while losing three top 
seniors, hopes to continue to strengthen under the leadership of the 
juniors and other experienced chess players. 
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Conclusion 






Commencement 

Montgomery Bell Academy’s 121st Commencement 
Program on the 28th of May, 1988 was still another 
milestone in the school’s history. A feeling of relief, joy, 
and sadness fell upon all of the graduating class, mark- 
ing the last time the seniors would be together as one 
close group as they have stood together throughout the 
1987-1988 school year. 

The ceremony began with an excellent invocation by 
President of the senior class Richard Speight. Head- 
master Gordon Bondurant then followed with his greet- 
ings to the MBA Board of Trustees, the faculty, fam- 
ilies, and friends. Robb Ludwick gave the Salutatorian 
address on what the Hill has meant to him for his four 
years. 

Scholastic and Literary Awards were then given to 
distinguish those students who excelled in a specific 
subject or activity. 

Richard Speight again addressed the crowded gym 
stating the senior gift to the school, an antique style 
phone booth to be placed in the Ball Building. President 
of the Big Red Club, Bob Napier, then presented a 
leather chair on behalf of the entire student body as a 
gift of appreciation to Mr. Bondurant. After a standing 
ovation for the Headmaster, Charlie Hailey presented 
the yearbook dedication to Mr. Bondurant. 






Bill Penuel then gave his emotional and complex Valedictory speech which 
preceeded an excellent performance from the MBA chorus. More awards 
were then distributed, followed by the giving of certificates and diplomas to 
the graduates of the Junior School and then to the graduating seniors. 
Honor Council President Steve Jobe closed the commencement program 
with a poem examining the promises that life holds. 


College Choices 


VANDERBILT 

R. Westermann 

A. Bond 

W. Harmer 

MILLSAPS 

T. Harwell 

T. Hayes 

B. Hitt 

B. Link 

R. Jack 

H. Nichols 

B. LaBrec 

M. McNally 

NORTH CAROLINA 

M. Morrissey 

K. Gilliland 

J. Owen 

B. Hassler 

B. Reese 

D. Spickard 

B. Tate 

K. Young 

PENNSYLVANIA 

AUBURN 

S. Jobe 

W. Van Derveer 

B. Bell 

T. Vandever 

T. Benning 

T. Everett 

DUKE 

P. Keeble 

J. Norris 

P. Moffat 

B. Perkins 

S. Smith 

S. Zibas 

GEORGETOWN 

RICHMOND 

B. Fulmer 

T. Rogers 

B. Atkinson 

GEORGIA 

J. Hippe 

S. Asher 

R. Ludwick 

M. Shears 

P. Roberts 

M. Williams 

KENYON 

VIRGINIA 

D. Bobo 

C. Moulton 

R. Barrett 

J. Overfield 

NORTHWESTERN 

S. Price 

J. Riven 


T. Wise 

RHODES 

D. Patikas 

E. Russell 

BOSTON UNIVERSITY 
P.Thomas 

CARNEGIE-MELLON 

C. Hewgley 

CLARK 
B. Penuel 

CONCORDIA 
J. Israel 

CONNECTICUT 
T. Gutow 

DENISON 

D. Frederiksen 

FLORIDA 
S. Witt 

HILLSDALE 
J. Harwell 

FURMAN 
R. Archer 

HOBART 
G. Smith 


KENTUCKY 
S. Sowell 

MARYVILLE 
D. Fletcher 

MERCER 
D. Nord 

MIDDLEBURY 
G. Gillett 

MIT 

D. Chen 

NOTRE DAME 
W. Chaffin 

OCCIDENTAL 

L. Warren 

OLE MISS 

M. Poe 

OPINGTON (England) 

E. Lams 

PRINCETON 
C. Hailey 

R. L SCHOOL OF DESIGN 

S. Dudley 

ROLLINS 
C. Resha 


SEWANEE 

B. Napier 

SMU 

A. Henderson 

TENNESSEE TECH 

T. Edwards 

UCLA 

L. McDonald 

U. OF CHICAGO 
E. Bueno 

use 

R. Speight 

WASHINGTON AND LEE 
J. McKnight 

WASHINGTON UNIV. 

A. Rice 

WESLEYAN 
J. Knowles 

WEST POINT 

C. Enders 

UNDECIDED at time of printing 

M. Smith 
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Awards 


THE JOHN B. HAYES AWARD FOR EXCELLENCE IN THE AMERICAN CON- 
STITUTION 

Robert William Archer. Ill 
Charles Leo Hailey, II 
Aubrey Biggs Harwell, 111 
Braxton Paul Perkins 

THE THOMAS H. MALONE. JR. AWARD FOR EXCELLENCE IN ENGLISH 
COMPOSITION 
Robert David Ludwick, II 

THE KIRBY E. AND MARGARET JACKSON AWARD FOR EXCELLENCE IN 
THE NATURAL SCIENCES 
Charles Leo Hailey, II 

THE HENRY A. FITTZ AWARDS FOR JOURNALISM 
THE BELL Charles Leo Hailey. II 
THE ARCHIVES Scan Christiaan Dudley 
THE BELL RINGER Kurt Ogden Gilliland 
THE JOHN MOREHEAD DOBSON AWARD FOR THE BEST SPORTS ARTICLE 
Kurt Ogden Gilliland 

THE SAM DAVIS MEMORIAL MEDAL GIVEN BY THE SAM DAVIS MEMORI- 
AL ASSOCIATION 
Mark Claiborne Hartzog 

THE LINDSEY AWARD TO THE OUTSTANDING ATHLETE OF 1987-1988 
Michael Andrew Morrissey 
George Demetri Patikas 

THE JACK C. MASSEY JUNIOR SCHOOL CITIZENSHIP AWARD 
Charles Wilson Bartholomew, III 

THE CIVITAN AWARD FOR SENIOR CLASS CITIZENSHIP 
John Kenneth Israel 

THE DAR AWARD GIVEN FOR GOOD CITIZENSHIP IN THE SENIOR CLASS 
James Edward Norris 

THE RENSSELAER MATH AND SCIENCE AWARD FOR THE OUTSTANDING 
JUNIOR IN MATH AND SCIENCE 
William David Strayhorn, HI 

THE SEWANEE AWARD TO THE BEST CITIZEN IN THE JUNIOR CLASS 
Bradley Wright Griffin 
THE YALE AWARD 
Jason Todd Burroughs 
THE VIRGINIA BOOK AWARD 
Matthew DeWitt Bumstead 

THE MELROSE CIVITAN AWARD FOR CITIZENSHIP 
Charles Jackson Wray 
THE OPTIMIST CLUB AWARD 
James Edward Norris 

THE RUSSELL W. CARPENTER COMMUNITY SERVICE AWARD 
Gilbert Naylor Smith, Jr. 

THE FRANCIS E. CARTER, JR. AWARD TO THE OUTSTANDING BOY IN THE 
SEVENTH GRADE 
William Wells Berry, III 

THE CUM LAUDE SOCIETY AWARD FOR ACADEMIC ACHIEVEMENT IN 
THE JUNIOR SCHOOL 
Charles Jackson Wray 

THE P.M. ESTES AWARDS 
James Logan Fortner, III 
Walter Andrew Southwood 
James Scott Burrow 
Renard Clement Francois 
Richard Rhoads Hall, Jr. 

John Gregory Smithwick 
Charles Wilburn Hewgley. IV 
James Edward Norris 

THE WALTER NOEL. JR. AWARD TO THE OUTSTANDING BOY IN THE JU- 
NIOR SCHOOL 
Charles Jackson Wray 

THE DONALD ROSS AWARD TO THE OUTSTANDING FRESHMAN 
John Lucian Davis, Jr. 

THE HENRY W. BOYD, JR. AWARD TO THE OUTSTANDING SOPHOMORE 
Alden Hitchcock Smith. II 

THE LINDSEY RUTH AWARD TO THE OUTSTANDING JUNIOR 
John Gregory Smithwick 

SILVER TRAY AWARD TO SENIOR CLASS PRESIDENT 
Richard Dobbs Speight, Jr. 

THE WILLIAM BAILEY MEMORIAL AWARD FOR HONOR. INTEGRITY, AND 
LOYALTY IN THE SENIOR CLASS 
Edgar Dennis Bueno 
Stephen Jay Riven 

THE WILLIAM MARTIN AWARD TO THE BEST ALL-AROUND BOY IN 
SCHOOL 

David Billings Spickard 


Calculus AB 

Robert David Ludwick, 11 

William Richard Penuel 

Calculus BC 

William David Strayhorn, IV 

LATIN METALS 

Latin I, 8th 

Charles Jackson Wray 

Latin I. 9th 

Gerald Don Scurlock, Jr. 

Latin II 

Narayan Babu Paruchuri 

Latin III 

Andrew Craig Coulam 

Latin AP 

Kirk Jamie Kaludis (3 years) 
Jonathan Thomas Reeve (4 years) 

FRENCH MEDALS 

I 

Christopher Donald Jones 

II 

David Charles Lott 

III 

Joseph Pitts Binkley 

IV AP 

Robert David Ludwick, II 

SPANISH MEDALS 

1 

Walter Curtis Jones, III 

II 

Kirk Jamie Kaludis 

III AP 

Christopher Donald Jones 

SCIENCE MEDALS 

7th Grade 

Matthew Lee Simpson 

8th Grade 

David Aaron Wyckoff 

Biology 

George Arthur Rietz 

Biology (H) 

Walter Curtis Jones, III 

Biology AP 

Charles Leo Hailey, II 

Chem-Phys 

Jonathan McKelvey Harwell, Jr. 

Chemistry 

David Matthew Fisher 

Chemistry (H) 

David Charles Lott 

Chemistry AP 

David Joel Chen 

Physics 

Physics (H) 

Frank Russell Drowota 

William David Strayhorn 

HISTORY MEDALS 

7th Grade 

Andrew Bennett Vahrenkamp 

8th Grade 

Seth Beard Robertson 

Ancient/Medieval 

David Charles Lott 

Modern European 

Frank Russell Drowota 

Modern European AP 

Andrew Michael Patterson 

American AP 

William Richard Penuel 

American Gov 

Braxton Paul Perkins 

Economics 

John Henry Rice 

Comparative Gov 

Edwin Thomas Rogers 

ART MEDALS 

Art History 

William Richard Penuel 

Grade School Art 

Asher David Dudley 

High School Art 

DRAMA MEDAL 

Richard Dobbs Speight, Jr. 
CHORUS MEDAL 

Sean Christaan Dudley 

Outstanding Award 

David Billings Spickard 

Most Improved 

William Richard Penuel 

SPEECH MEDALS 

Speech 

John Covington Overfield 

Debate 

Edwin Thomas Rogers 

Braxton Paul Perkins 


ENGLISH MEDALS 
7th Andrew Bennett Vahrenkamp 
8th David Aaron Wyckoff 
I John Lucian Davis, Jr. 

II David Charles Lott 
III William David Strayhorn. IV 
IV Robert David Ludwick. II 

WORD WEALTH MEDAL 
7th Joseph Greer Cummings, III 

MATHEMATICS MEDALS 

7th Grade 

Algebra 8th 

Algebra I 

Algebra II 

Algebra II (H) 

Geometry 
Geometry (H) 

Math IV 
Math IV (H) 

Math V 


Joseph Greer Cummings, III 
Charles Jackson Wray 
Alexander Rahe Willis 
William Harris Crawford, III 
David Charles Lott 
David Matthew Fisher 
Micah Word Bennett 
Richard Rhoads Hall, Jr. 
Warren Shelby Downs 
John Covington Ovcrficld 
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Editor’s Note 


This year’s yearbook staff had a dual responsibility: (1) complete last year’s annual, (2) produce another annual. 
Consequently, we were forced to muster all of our patience, dedication, and endurance. Finishing the 1987 BELL 
did give us much-needed experience and hands-on training even though production of the last one hundred pages 
of the annual stretched into December. 

When we recovered, we set to create an annual that combined the lauded tradition of MBA with a creative design 
representative of the 1988 school year. Our first goal in fulfilling this combination was finishing the annual on 
time. 

On my part, I can say that this year’s annual represents the countless hours and contributions of many people, 
each of whom was able to add his own view of the MBA community. The result is a veritable conglomeration of the 
aspects that made this year’s student body unique. I have honestly enjoyed working with everyone associated with 
the yearbook, and I have also gained much satisfaction in seeing it undergo production. It is my hope that this 
yearbook will serve for many years to come as a vehicle to rekindle many joyous memories. 



Charlie Hailey and Jim Norris at work on the annual 
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A relatively early night in the physics lab 


Special thanks to: 

— Dr. Crowell for his time and patience 

— Buzz Watson for his advice and help 

— Paul Moffat for his help in laying out many of the senior pages 

— Tom Gutow for developing all those pictures 

— David Frederiksen for taking pictures and laying out many pages 

— Chas Hewgley for single-handedly typing everything in the yearbook 

— Jim Norris for his sticking with it well past graduation 

— Emmett Russell for getting many sports articles 

— Brannon Atkinson for his support and interest 

— David Fletcher for showing up at odd hours and helping with photography and layouts 

— David Stray horn for doing odd jobs and making my job easier 

— Jackson Wray for linking us with the Junior School 

— everyone who contributed articles or took pictures 


ChaxliiA tUo Hcuh^ jn 

EDITOR-IN-GHIEP 
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The Class of 1988 

Gentleman, Scholar, and Athlete . . . The Class of 1988 attained these high standards not only as 
individuals but also as a unified whole. Thus, this class was diverse yet unified. 

Its members excelled in athletics, academics, and extracurricular activities. In sports, MBA’s teams 
achieved great success — the rifle and golf teams finished second in the state, and the varsity track 
team won its first-ever region championship. Under senior leadership, the football team also continued 
its winning tradition with an impressive 9-2 record. 

Similarly, the class continued MBA’s tradition of unparalleled academics. This group produced nine 
National Merit Scholarship Finalists and created the atmosphere to explore higher levels of learning. 
Also, many in the senior class undertook the challenge of Advanced Placement courses. 

Moreover, the Class of 1988 not only maintained the high levels of athletics and academics but also 
pioneered new extracurricular areas. The establishment of the chess club along with its first-year 
success is one of the many such additions. Under the leadership of the senior class, the entire student 
body was involved in service to the surrounding community as well as achievement inside the MBA 
community. 

Above all, the members of the Class of 1988 gained experience, friendship, and joyful memories that 
will last for years to come. 



242 


Year at a Glance 


August 27, 1987 Seniors take seventh graders through registration with re- 

markable enthusiasm and precision. 

August 31, 1987 Classes begin; David Frederiksen shaves off his mohawk 

September 4, 1987 Mike Poe starts his Senior Slide 

September 7, 1987 Labor Day 

September 10, 1987 Ho gets fired! (Actually, he had been fired several times 

before, but he couldn’t understand English well enough to 
figure out what was going on) 

October 9, 1987 Homecoming and Spaghetti supper; Richard Speight unveils 

his zip-up boots in front of the student body 

October 16, 1987 Varsity Football team crushes a whimpering Ryan 

November 1 1, 1987 Mr. Drake fills Jabo’s shoes as Janitor for a day 

November 25-27, 1987 Thanksgiving Holidays 

November 28, 1987 MBA’s student body takes a field trip to the U2 concert 

December 7, 1987 Much to Mr. Drake’s surprise, Rob Barrett turns his term 

paper in on time 

December 9, 1987 Swamped in a paperstorm of monumental proportions, sleep 

becomes seniors’ top, if hopeless priority 

December 18, 1987 Christmas Holidays; Renard Francois claims that Santa 

Claus is a black man 

January 3, 1988 Lyle McDonald grows some chops 

January 15-22, 1988 First semester exams; the world of journalism is shocked by 

the release of ANARCHY NEWS — the faculty could care 
less 

January 26, 1 988 The majority of the seniors join Mike Poe in their senior slide; 

Brian Hassler buckles down 

February 7-9, 1988 Science Fair is cut short when the concessions booth runs out 


of cotton candy, the ferris wheel breaks down, and the old 
man running ’’Kick Booty” gets laryngitis 
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February 18, 19, 1988 MBA Performers put on the play ARMS AND THE MAN 

with minimal attendance 

February 22, 1988 MBA vs Harpeth Hall male-dominance volleyball game is 

called on account of darkness 

February 26, 1988 Basketball team wins district tournament despite spitting 

Cobras 

March 9, 1 988 As expected, first track meet brings worst weather of the year 

March 10, 1988 Spring break begins; Gilbert Smith and Stephen Smith leave 

MBA’s campus headed for Florida with no specific destina- 
tion 



March 20, 1988 Spring Break ends; Gilbert Smith and Stephen Smith return 

home from Captiva with an old TV and a windsurfing board 


picked up at a rummage sale along the way 

April 1, 1988 Good Friday Holiday; April Fool’s day — Wendell Harmer 

named April Fool 

April 4, 1988 Seniors’ college choices rolling in; UT Martin still in hot 

pursuit of several 

April 14, 1988 Father-Son Banquet 

April 22, 1988 Distortion Hawgs play “Concert on the Rug” at Harpeth 

Hall. Several Hawg T-shirts are stolen, leading to an interro- 
gation by Chief- Inspector Edgar Bueno 

April 23, 1988 Junior-Senior Prom takes place with the theme being ’’Make 

your Date Pay for Dinner” 

May 6, 1988 MBA’s Varsity Track team wins its first-ever Region Cham- 

pionship 

May 10, 1988 Annual Bike Race; Kick Axe wins fair and square but their 

first place trophy taken away when the complaints of a guy in 
a goofy-looking helmet convince the judges that there was a 
mis-counting of laps 

May 19-26, 1988 Second Semester Exams 

May 28 (morning) Commencement — Brian Hassler starts his senior slide 

May 28 (night) Seniors throw a graduation party hailed as the most rockin’ 

event in years, a fitting finish for a rockin’ class — The Class 
of 1988 


IM MEMORY 

John E. Sloan 



1904-1988 

Chairman of the Board of Trustees 
1952-1979 
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Congratulations to the 

TRACK TEAM 


REGION CHAMPS 


Congratulations on 
having the Best 
Season in Track History 


Compliments of the 
Track Team’s Parents 




Congratulations 
1987-88 Varsity Golf Team 
District, Region Champs 


TSSAA State 
Runner-Up 
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THE MURRAY OHIO MANUFACTURING CO. 
BRENTWOOD. TN 37027 


g^MURRAY 


AMERICA'S LEADING MANUFACTURER OF 
BICYCLES AND LAWNMOWERS 




BE£IM£IN 


AUTOMOTIVE GROUP 


PONTIAC TOYOTA 
STERLING SUZUKI 

1525 Broadway 
Phone 251-8400 


LINCOLN /I^ERCURY 
IMERRUR 

2500 Franklin Road 
Phone 385-8080 


NISSAN 
IN MADISON 

801 Gallatin N. 
Phone 865-7220 


MITSUBISHI 

2550 Franklin Road 
Phone 585-5150 


YOU CAIS BELIEVE 
m BEAMAN! 


See Us For All Your Automotive Pieeds 
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ABERNATHY 

TRUCK 

SALVAGE 


865 West Trinity Lane 
255-7615 







SERVING YOU WITH PRIDE AND GOOD FOOD 
Genuinely committed to providing you 
with the best in casual dining 


1976 


RESTAURANT CCKKTAILS 


257 







Compliments of 


Audio-Video Contractors 

Inc. 


433 Allied Drive 
Nashville, TN 37211 
833-5322 
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HOME CENTER, INCORPORATED 


HARDWARE • HOUSEWARES • PAINTS • GIFTS 

4053 HILLSBORO ROAD NASHVILLE, TENN. 37215 
PHONE 292^681 


706 1ST AVE. NO./NASHVILLE, TENS. 37201 
OFFICE/242-0381 HOME/292-6049 

REALTOR* 

Morrissey Realtors 

Jimmy Morrissey 



Compliments of 

Belle Meade Drugs 

4324 Harding Rd. 

292-5579 
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Compliments of 


* 

John B. Hardcastle 


lEuprrtt Unlzapfrl 

CLOTHIERS TO GENTLEMEN 

Belle Meade Plaza 
and 

Green Hills Mall 
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black widow 


TEL-star 

TYRONE SMITH 


lOi-uuu 


With 



HCGBCHK 
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THE WIGS 


re 
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CRESCENT MCCN TALENT 


20 Music Square West 
Nashville. TN 37203 




Nord 

Consultants 

Martha A. Nord, Ph.D. 
3809 Abbott Martin Road 
Nashville, TN 37215 
(615) 269-5442 

Communications Skills Consultants to 
Business and Technical Professionals 
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SHERMAN-DIXIE CONCRETE 


LIVINGSTON 

N. Church St. 

823>2345 




INDUSTRIES, INC. 

LAVERGNE NASHVILLE 

D. Buchanan St. 3641 Central Pike - Donelson 


889-0700 



"ypu^ hraina^e pHbltm iJ Out- ^uAintAA " 


• Concrete Culvert and Sewer Pipe 

• Precast Manholes for Sewers 

• Catch Basins and Headwalls 

• Precast Box Culverts 


AJh •Hftrn »4( 


M rn-^trtfTi if^rnurt 


Prestress Products for Buildings 
and Highway Use 
Precast Products Including 
Parking Bumpers, 

Picnic Tables, etc. AmtrtCM 


P.O. BOX 140199 
ZIP CODE 37214 


/^oncm* 


CONWAY METAL CULVERT CO., INC. 


CORRUGATED METAL PIPE ARMCb 

MULTI-PLATE PIPE V 

PIPE ARCHES-BRIDQES DISTTf/BUTOR 


METAL PRODUCTS 
GUARDRAIL 
PLASTIC PIPE 
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MUSIC CITY DODGE 


710 Murfreesboro Rd. 
Nashville, TN 

244-6666 








Bradshaw Drugs 


4041 Hillsboro Road 
385-2828 





•PERSONALSERVICE -HIGH QUALITY 
•FULL COLOR -SHORT RUN OR LONG 

•MAIL COMMUNICATIONS 

Sert'ing Sashvtllf Smce 1928 

1817 BROADWAY • NASHVILLE. TN 37203 • 327-9I06 
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THE RAWLINGS 


5395 Rawlings Rd. 

Joelton, TN 
876-2169 

SPECIALIZING IN PARTIES AND PICNICS 

J.W. RAWLINGS, Owner 
TOVE RAWLINGS, Mgr. Catering 


Lawson & Son Mobil 
Service Station 

5215 Harding Road 

352-4230 
352-4664 > 
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TOWN & COUNTRY, 

REALTORS 


Congratulations 
to the 

Class of 1988 

Hale Hooper Gary Sisco 
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First Management Services 


222 Third Avenue North 
Suite 575 

Nashville, TN 37201 

First Management Services of Nashville joins its friends in saluting Montgomery Bell Academy. Like 
MBA, we strive to achieve the highest form of excellence. Our experience is in real estate investments and 
property management for both our clients and our tenants. 
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NFIB Speaks for 
America’s 
Biggest Business . . . 

Small Business. 


NFIB — the National Federation of Inde- 
pendent Business — brings the concerns 
and opinions of small and independent 
business owners to Congress, the federal 
agencies, the White House and all 50 state 
capitals. 

NFIB is one of America’s largest 
membership organizations . . . nearly 
600,000 strong. 

We don’t take our positions lightly. 
Members are polled regularly on issues 
affecting their businesses. The majority 
response is the position NFIB lobbyists 
carry from the grass-roots membership 
directly to federal and state lawmakers. 

And we don’t stop there. NFIB is a 
research organization too. NFIB Quarterly 
Economic Reports accurately predict 
trends in the nation’s employment. Gross 
National Product and inflation. 

In recent months, we’ve published 
special studies on small business banking 


and credit, the major problems and priori- 
ties of the small and independent business 
owner, the special concerns of small 
business people in urban areas, and more. 

Small business is America’s biggest 
business, employing more than half the 
non-government workforce and producing 
almost half the GNP. 

Small business owners are active in civic 
and political affairs. And we represent 
more of them than any other organization. 

That is why . . . when America's 
lawmakers hear from NFIB, they know 
they've heard from 
American business. 


B 


National Federation 
of Independent Business 


The Guardian of Small Business 
600 Maryland Avenue. S.W.. Washington. DC 20024 (202) 554-9000 
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A short course 
in human relations 


T 

JL he best short course in human relations 
we’ve heard about is the one published by columnist 
Norton Mockridge: “The six most important words in 
our language are, I admit I made a mistake. The five 
most important words are, 'fou did a good job. The four 
most important words. What is your opinion? The three 
most important words. If you please. The two most im- 
portant words. Thank you. The single most important 
word. We. And the least most important word, I.” 

Congratulations graduates, 

DilLTFlCKEir 

OLDSMOBI LEX. HONDA 

1823 Gallatin Rd.. across frorr) Rivergate, 868-1870 







